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ADVERTISEMENT. 



Oh reading over the obaervatiotis on the passage of the pros- 
tat* catheter, made at pages 6-t, '248, and 249, I found a 
deficiency whicii I take the opportunity of supplying, on this 
book passing from the hands of Messrs. Burgess and Hill into 
those of Mr. Churchill. It is — When there is a lateral 
enlargement of the prostate, as well as of its posterior part 
called the third lobe, it is art alone, and not force, will over- 
come the difSculty. If the concave part of the instrument be 
kept steadily in such cases against the under surface of llie 
pubes, when the handle is brought down, it will in certain cases 
miss the right passage, by riding above it, and the resistance 
it meets with will be sucli, that the surgeon must be sen- 
sible the instrument can only proceed by piercing tlie 
part opposed to it. This I have already said may be some- 
times done with impunity, but it is desirable it should not 
be done ; and one of the manipulations I have alluded to, and 
by means of which I have succeeded in some very difficult 
cases, is, to pass the large silver prostate catheter down to the 
obstacle or prostate, in order to measure the distance, which 
is then more precisely ascertained, by withdrawing it a little 
and hooking the point under the pubes. If it in now passed 
on so as to reach the base of tlie obstacle, it will be nearly 
opposed to the urethra, which is attainable in these particular 
cases only on the under part. And in order to enter this 
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prostatic part of it more easily, the handle of ilie instntiiient 
should be carried forward so as to ttiuch the abdomen, the 
point being kept as steady as possible. From the size of the 
curvature of the instrument, the point must, however, descend 
in this motion of the handle, carrying the urethra with it 
towards the rectum, and stretching or opening that part which 
is just between the commencement of the enlarged lateral 
lobes; into this it slips, on the handle being quickly, but 
lightly and surgically depressed or brought down from the 
abdomen between the legs. It slides between the lateral 
lobes, and requires only a little help to carry it over the pos- 
terior or mounting part of the prostate when such disease 
is also present. If the catheter is allowed to move outwardly 
BO as to have its point resting against the commencement of 
the membranous portion of the urethra, which may easily take 
place when the handle is carried forwards to the abdomen, 
this part may be pierced on its being brought down or de- 
pressed between the legs, an error which is to be avoided by 
keeping the point as steady as circumstances will permit. I 
have the preparations before me of two cases in which this 
was done, and I have been lately attending two more, in 
which the manipulation I have mentioned succeeds when all 
others fail. In another case the point of the instrument re- 
quires to be slightly raised by the finger from ilie rectum, 
whenever a difficulty occurs for the first time, of each relapse. 
It afterwards passes without it. None of these manceuvres, 
or those I have otherwise alluded to, can l>e accomplished 
without proper prostate catheters, and it is surprising how 
many practitioners have them not. 
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Many years have elapsed since a Deputation 
from the Medical Officers of the Army requested 
I would publish the Lectures I had delivered to 
them on the Diseases of the Urinary and Sexual 
Organs. It is only now, after much deeper 
consideration, and after a very long-continued ob- 
servation and experience in their treatment, that 
I venture to offer this, the First Part of the Work, 
in grateful acknowledgment of the unlimited and 
innumerable kindnesses I have received from 
them. 

2, Berkeley Street, 
Berkeley Square. 
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LECTUItf; I. 

The structure and functions of the bladder and 
urethra in the male^ and of the parts connected with 
them, are of a very complicated nature^ and notwith- 
standing the attention which has been bestowed upon 
them by many of the ablest anatomists of this and of 
other countries, there yet remain many points not 
thoroughly understood, and which are open for investi- 
gation* There are, indeed, few parts of the body 
which do not deserve a renewed and attentive examina- 
tion, and whenever that has been given, I do not 
believe there has been an instance in which the labour 
of the inquirer has not been duly rewarded. 

The continual calls on the bladder, from the com- 
mencement to the termination of life, under circum- 
stances which are frequently foreign to the natural 
state of man ; and the double function which tke 
urethra has to perform, during a long period of what 
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is often an artificial mode of living, tend constantly to 
their derangement ; and whilst, like every other part 
of the body, they contain within them the seeds of 
their dissolution, which would sooner or later develop 
themselves in the ordinary course of nature, they are 
often caused to germinate at a much earlier period, by 
the irregularities and vicious propensities of man him- 
self. 

The diseases to which these parts are liable would be 
few until the middle period of life was passed, if it 
were not for the indulgences and inegularities, which 
usually prevail in a highly civilized community, and 
more commonly give rise to them. They are not, how- 
ever, the less sensibly felt, because they are sometimes 
merited ; they are always, when severe, the source of 
great anxiety of mind and distress of body, leading 
gradually to premature decay, and terminating not un- 
frequently in a protracted and painful dissolution, for 
which the powers of science or of art avail but little. 
At an earlier period, surgery can often afford great and 
important relief ; it can as often prevent further mischief 
as it can cure that which exists, and is a source of no 
less satisfaction to the surgeon than it is of dehght and 
of happiness to the patient. I know of no diseases for 
the cure of which the gratitude of one man to another 
is more often and more cordially expressed. 

The views I have taken of the anatomy and relative 
situation of some of the parts concerned in these com- 
plaints, differ occasionally from those which are 
generally entertained, and lead sometimes to different 
conclusions, both as to tlio seat and nature of the 
disease which affects them, and the proceedings to be 
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adopted for their relief. I shall, therefore, as we pro- 
ceed, demonstrate these points, both from preparations 
and the recent state, so as to bring each part in imme- 
diate connection with the subject it is intended to 
illustrate. 

The shape of the bladder has been differently 
described by authors, according as it has appeared to 
them, under various circumstances, of age, sex, and of 
disease; whether it be oval, rounded, flattened, or 
acuminated, it matters not : there are however in all 
certain points of resemblance and of importance, which 
require attention. In the healthy state, the bladder is 
capable of great extenaioti and of a corresponding 
contraction ; it has therefore at first sight, a structure 
apparently membranous, but, on more minute investi* 
gation, this is easily divided into several layers, con^^ 
aected by cellular tissue. The external or partial 
covering of the bladder is derived from the peritoneum^ 
tf this be removed the external muscular coat is ex- 
posed, the fibres of which run in a longitudinal direc- 
tion, admitting readily of separation one from the other, 
as the bladder is dilated laterally; and from the internal 
muscular layer beneath it, from which it may be easily 
reflected in many^ places. The fibres of the internal 
muscular layer run more in a spiral, oval,* and transverse 
direction ; they are best seen from the inside of the 
bladder, and when it happens to be thickened they 
project into thecavity^ forming, ' as in the preparation 
before you, strong bands or cords covered by the 
mucous membrane or lining of the bladder, which is 
of a pale straw colour, and offering nothing remark- 
able in its appearance. • When the bladder is mode** 
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nitely distended in situ, the part which rifles up into the 
abdomen, and which is sometimes of a pyramidal shape, 
is called its summit, the anterior aud posterior parte 
are more or less flat, the sides or edges are rounded, 
whilst the lowest part, which is deeper, rounder, and 
broader than any other, is called its base, the has fond 
of the French anatomists. The opening or meatus 
through which the urine passes, is the commencement 
of the neck of the bladder; it is situated at the lower 
portion of the anterior part, and opens internally 
almost abruptly, or with a very little depression, but 
in no way resembling the funnel-like process to be 
observed in animals. If the bladder be now opened, 
or cut across transversely, this part will be seen some- 
times resembling a perpendicular slit, at others being 
more rounded. Below and behind this opening, there 
is a space of a triangular form, evidently whiter and of 
a more condensed and elastic structure than any other 
part; the apex of this triangular spot, trigone of the 
French, is formed by a slight projection at the very 
opening of the bladder, called its uvula, or luetle, whilst 
the base of the triangle is marked by a strong whitish- 
coloured band, which passes transversely across from 
side to side. The ureters open within the two ex- 
tremities of this band, and from these two another 
more prominent line or band descends, inclining 
inwards, so as to meet like the letter Y, the point 
being inserted into and behind the uvula. The width 
of the base is about an inch and a quarter from the 
opening of one ureter to that of the other ; and there 
is about the same distance from the apex of the 
triangle to the base. The ureters descending from the 
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kidneys enter the back part of the bladder obliquely, 
first passing between the longitudinal layer of fibres 
and the spiral ones, and then obliquely through them 
also, to open near the extremities of the base of the 
triangle above described. The orifices of the ureters 
are surrounded by the peculiar condensed and elastic 
substance which lies beneath the mucous lining of the 
bladder, and between it and the muscular coats. This 
superadded structure begins then at the base of the 
triangle, inclines inwards as it advanced towards the 
neck of the bladder, forms in a great measure the 
orifice, appears to be continuous in the passage inwards, 
aYid to constitute the elastic membrane of the urethra. 
This triangular space of the bladder being elastic, 
yields to a certain extent to any reasonable extending 
force, from which point it returns to its original situation, 
on the removal of the extending power. The orifice of 
the ureter is small, and is only enlarged with great 
difficulty and after much suffering during life, on 
account of the comparatively unyielding nature of the 
substance in which it is situated. If the ureter itself 
be much enlarged by long continued pressure and 
retention of urine in it, the orifice still remains of its 
usual size. This is shown in the preparation I place 
before you, in which one of the ureters is much dilated : 
but if a stone descends from the kidney, the greater 
solidity of it when impelled from behind by the urine, 
enables it to pass through by dilating the orifice of the 
ureter for the time, but then only with much suffering. 
If the stone is large it sometimes sticks in the orifice 
and cannot pass through, giving rise to continued 
inconvenience, and to the symptoms of stone in the 
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bladder from aympathy. This (s exempt itied by a 
lireparutiou in the muHeuin of the Royal College of 
Siirgeoua. The patient, a gentleman, consulted several 
surgeons of eminence, was sounded, the stone wa» 
detected, the operation was declared to be necessary, but 
was deferred for two or three weeks, until he should 
improve a little in health. This however be did not 
do, but on the contrary gradually got worsa and died. 
Ou examination the stone was found sticking in the 
orifice of the left ureter, as 1 have described it. If an 
operation had been done, the stone would probably not 
have been extracted, its situation might not even have 
been detected ; and it shows the propriety and necessity 
of not only being able to feel a stone distinctly, but 
also to be able to move it dhtiiictlif with the sound 
before an operation is resorted to. 

The hnear bands, descending from the ureter on 
each side, are composed of a substance partly muscular, 
partly elastic. They have been called the muscles of 
the ureters, and are described as inserted, fleshy and 
tendinouR, into the prostate gland. They appear to 
me to be inserted fibrous int& and behind the uvula, 
but the fibres of the bladder generally vary much with 
regard to the manner in which they pass over or are 
inserted into the prostate:. and I have no doubt th'at some 
ftbres may be found passing into the posterior edge of 
the gland, as has beea stated by Sir 0. Bell. It is pre- 
sumed that the ureters have no valves at their orifices 
to prevent the reflux of urine into them after it has 
passed into the bladder, that they enter obliquely to 
answer this purpose, and that tlie coats of the distended 
bladder, pressing on them in their oblique passage. 
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prevents this reflux from taking place. It appears to 
me that this mechanism is for the very reverse object; 
and that the ureter opens on the peculiar condensed 
structure, in order that the orifice may be constantly 
patulous; and the obliquity of the passage through 
the coats is for the purpose of giving facility to its 
being pressed upon by the muscular coats of the 
bladder, when the viscus is in a distended state, and 
in order to delay if not to prevent the further flow of 
urine into it. When the bladder is contracted and 
empty, the urine passes readily into and gradually 
dilates it, untd the desire for expulsion comes on and 
leads to its evacuation ; but a little more or a little leas 
seems to have no influence in preventing the urine from 
finding its way in, the weight of urine descending 
from the kidney readily overbalancing to a certain 
point the resisting power of the coats of the bladder. 
When the bladder is however distended, its coats no 
longer yield easily, the ureter is pressed upon by the 
muscular wall in its passage through it, and the further 
entrance of urine is in a great measure prevented. 
If this process be long continued, the ureter above 
this part dilates from the size of a crow's quill to that 
of a man's thumb, and even larger; the pelvis of the 
kidney also dilates, alow or chronic inflammation is in- 
duced, the secretory organs are pressed upon and par- 
tially removed, so that the kidney may become almost 
an empty bag separated by partitions, indicating only the 
former existence of its lobes. A total suppression of the 
secretion may under these circumstances take place at 
any time. The most remarkable example of the kind 
which has come under my observation occurred in the 
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case of i\ lady, who suffered from a cancer of the 
uterus ; the disease after a lime extended towards the 
Ureters, which at last were embraced and pressed upon 
by it as they entered the bladder. The lady, as this 
took place, began to suffer more than commonly from 
derangement in her urinary apparatus; the bladder was 
found ultimately, on passing the catheter, to contain 
little or DO water; she fell into a state of low fever, be- 
came paralytic, afterwards comatose, and died. On ex- 
amination, the ureters were found impervious at the part 
where they were grasped by the diseased structure; 
above this they were greatly enlarged, the kidneys were 
also dilated, and she bad died paralytic and apoplectic, 
as all persons do in whom the suppression of the secre- 
tion is complete. The same changes take place, as I shall 
hereafter show, in most cases of chronic disease of the 
bladder ; and it is a provision of nature for which this 
njechanism is intended, to prevent the too rapid flow of 
urine into the bladder, rather than to prevent a dis- 
tension of the ureters, which could not, f believe, occur 
in this way, for some part of the bladder or urethra 
would-yield by rupture or ulceration before the pressure 
on the secreting vessels of the kidney would be so 
great as to put a stop to their ofBce, or to dilate the 
ureters. Nature can accommodate herself for several 
days, and in some instances for weeks, to a complete 
suppression of the secretion of urine ; and for a very 
long time to a partial secretion of it. If the natural 
quantity usually secreted varies I'rom two to two pints 
and a half in the twenty-four hours, and an obstruction 
takes place preventing its evacuation, the bladder will 
be considerably distended ; but the same quantity will 
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not be secreted during the second twenty-four hours, 
and still less during the third ; when relief must be 
obtained by surgical means^ if it does not occur other- 
wise, or great mischief will ensue. The provision of 
nature is therefc^re, as far as possible> to protect the 
bladder and urethra^ rather than the constitution of the 
patient, the bladder and urethra being more suscepti- 
ble of mischief than the system at large. I am more 
disposed to believe that the two bands on the triangular 
space, called the muscles of the ureters, are better 
fitted for keeping the part fixed, and for strengthening 
and raising it up when necessary, than fot* keeping 
open, and in a straight line, the channel of the ureters, 
which hardly stand in need of such particular appa- 
ratus to effect this object. In several of these pre- 
parations now before you of diseased bladders, these 
bands are large and well marked, but not out of 
proportion. 

The triangular space is very vascular compared with 
other parts of the bladder ; it is highly sensible, the 
nerves being directed to, and communicating more 
particularly on it as they descend on each side from 
the inferior mesenteric and the hypogastric plexus, 
and arise from the third and fourth sacral nerves. It is 
therefore very excitable, and when irritated, gives rise 
to the desire to evacuate the bladder, as well as some- 
times to very great pain, as all have experienced who 
have suffered from stone in this viscus. The idea 
entertained by some, that a bougie touches thid part 
on entering the bladder, and in this manner gives rise 
to the desire which is usually experienced to pass the 
urine, is certainly erroneous; for when a healthy 
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bladder contains a moderate quantity of fluid, a bougie 
will only touch the very apex of thU space on its 
eatrance into the bladder ; iind observation has led me 
to believe, that this desire takes place when the 
iustrument has entered that part of the urethra which 
is surrounded by the prostate, and previously, therefore, 
to its entrance into the bladder, the eame nerves 
supplying both parts. In the healthy state of the 
bladder, the viscus, when moderately distended, 
enlarges considerably downwards towards the rectum, 
and the triangular space descends, rendering it 
impossible for a bougie to touch more than the 
apex of the triangle, unless it be curved at the 
extremity. This descent of the triangular space 
can scarcely, however, take place, except when 
the bladder is in a healthy state; for when it 
becomes much thickened it loses its capability 
for dilatation, and it contains too small a quantity 
of water to render this a descending or protruding 
part. This triangular space rests on the rectum, 
and the bladder is punctured through it when that 
operation is done ; but which I do not recommend to 
your attention, believing that it ought to be super- 
seded in almost every case by another, which ! shall 
in due time bring before you. The operation of 
puncturing the bladder through the rectum was founded 
on the supposed anatomical fact, that the triangular 
space rested on, and closely adhered to the rectum, so 
that the urine would flow direct from one into the 
other, without escaping into the neighbouring structures; 
but it has been shown, that the peritoneum instead of | 
passing down behind the bladder, and between it and 
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ibe rectum lo the base o(" the triangular space, aiiJ 
there teniiinating in a c»l de sac, does sometimes pns& 
on further, between the triangular space and the rectum, 
and even occasionallj up to the prolate gland ; bo 
that by puoctunng through the rectum the genera 
cavity of the peritoitenm is opened before the bladder 
is penetrated, and the patient in such case mnst be 
lost, from the urine finding its way into the peritoueal 
cavity^ and giving rise to an inflammation which has 
always been deatructive whenever this kind of effusion 
has taken place, and from whatever cause. I am not 
aware of there being any signs by which this confor- 
mation can or cannot be distinguished, and conse- 
quently, if that opinion be correct, the safety of the 
patient depends not on the knowledge and ability of the 
sui^eon, but on an accidental although the more usual 
formation of the part on which the operation is per- 
formed. The corresponding portion of the bladder, on 
its anterior part, is in a similar manner devoid of peri- 
toneum, and has been made the subject of puncture 
above the pubes. This operation I also object to in 
almost every case, as being either unneeessary in most 
instances in which it is done, or as not being to be pre- 
ferred when an operation is absolutely required to give 
the necessary relief. Both these points we shall discns^ 
in their proper places, and I shall then bring before you 
in a more particulai manner, the relative anatomy of the 
parts more especially concerned ; for although a teacher 
of anatomy ought to go through his subject connec- 
tedly, it is my belief, that a teacher of surgery should 
always demonstrate the anatomy of that part only, and as. 
it were renew your acqnantancc witli it, about which he 



u 



Vavkies in the Jihdder. 



is endeavouring to impress on you the proper principles 
under which you should act in disease. 

Behind the base of the triangular space the coats of 
the bladder are usually thin, although the transverse 
bands of muscular fibres are more strongly marked, 
passing across like strong distinct cords, and sometimes 
running in an oval direction. This greater thinness of 
the coats at this part, and the direction of the fibres, 
often admit of a hollow being formed, in which a stone 
often lies, and may remain somelimes undiscovered. 
In the bladder 1 now show you, and in which this 
hollow is well marked, fifty small stones were found 
after death. This hollow is part, however, of the 
general cavity of the bladder, and is a very distinct 
thing from certain pouches which are occasionally 
formed in it ; these are sometimes very large : the 
bladder 1 now show you has five pouches in it of 
difietent dimensions, all communicating with the com- 
mon cavity by small openings, although they after- 
wards enlarge to a considerable size. These pouches 
occur much more frequently than is commonly sup- 
posed, and cause great inconvenience. In the museum 
of the Royal College of Surgeons, there are several 
very fine preparations, ia which they are remarkably 
large, equalling the size of the bladder itself. 

The formation of these pouches depends upon the 
peculiar structure of the bladder, and on the obstruc- 
- tion it meets with in the due exercise of its function, 
in the manner I shall endeavour to explain. There are 
certain points, you have already heard, in which I 
dilFer from some anatomists, and this is one ; and there 
are others which I shall state from time to time, merely 
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premising, that in matter of opinion I am very willing 
to yield and to consider myself in error, but^in matters 
of fact, none of ns ought to concede except on demon- 
stration, and I hope all of us will submit to proof. 
The longitudinal muscular coat of the bladder is com- 
posed of a layer of fibres, which have in some parts 
little lateral connection with each other, and are conse- 
quently capable of easy separation. The manner in 
which they are disposed you can see in the fresh 
bladder before you, as well as the points of communi- 
cation between their respective fibres. If this coat be 
dissected off, by making an incision extending from 
the centre of the fore part of the prostate to the 
summit of the bladder, and if it be then turned out- 
wards to the right and left, it will be seen that it passes 
over the prostate, and is not confined to the bladder 
alone. As the fibres descend from the top and sides 
of the summit, they sweep by the ureters, becoming 
more compact and firm, and in many cases some are 
reflected back upon the ureters, fixing and steady- 
ing them in their places. They then lie upon the 
sides of the prostate, being partly inserted into it 
and into a tendon, which they form on the fore 
part of the prostate, and which is usually double, 
one proceeding from each side. These tendons are in 
connection on their upper part with the pelvic fascia, 
and are commonly termed the inferior ligaments of the 
bladder, and by the French, the pubio prostatic liga^ 
ments. In the preparation I now show you there was 
but one tendon in the centre, and the fibres from each 
side converged, and were inserted into it. My old 
master and friend, the late Mr. Wilson, who was 
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perhaps tlte best, as lie was certainly the most labori- 
ous anatomist ol' hia early days in Loadon, nsed to s.iy 
that the number of those tendons was unceitain, that 
he had often found three and even more; be they 
however more or less in number, they run on to be 
inserted into the puhes near its symphisis. If the 
attachment which the pelvic fascia, descending from 
the pubes, has with them be dissected off, some 
fibres will often be seen arising from theiu a little 
anterior to the prostate, and lunniag backwards and 
downwards in a radiated form, as you see in this 
preparation, to the fore part and sides of tiie prostate 
gland. These are the fibres which modern French 
anatomists depict In this situation, particularly Blandin; 
aud they are, I presume, the anterior compressors of 
the prostate of Winslow, mentioned also by British 
anatomists, but not shown in their engravings of these 
parts, any more than those which I have been describ- 
ing as belonging to the bladder, and compressing the 
prostate in a more marked, manner. The longitudinal 
fibres of the bladder cannot embrace the back part of 
the prostate on account of the vesiculte seminales, 
which would interfere with their continuance in this 
direction ; they are, therefore, inserted into a sort of 
tendinous line, short of, but attached to the posterior 
part of the prostate. In these preparations, and in 
others on the table, you will see this apparent termina- 
tion which ia underneatli the uvula of the neck of the 
bladder. They do not, however, always terminate at 
this part; for in one preparation a strong band of 
muscular fibres is seen going into the prostate; and 
Mr. Hancock who dissected it was obliged to divide a 
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portion of the gland, to show them terminating and 
apparently inserted into the verumontanum with the 
ejaculatory ducts, which they appeared to surround. 
You are aware that my various avocations will' not 
admit of my making these dissections myself; I can 
only direct and superintend, and when any thing 
appears doubtful, examine, and re-examine, until it 
seems to be clear and demonstrable. You are there* 
fore indebted to Messrs. Taylor, Bedford, and Hancock, 
who have been particularly diligent students, and 
therefore attached to me at the ophthalmic hospital, 
for the various preparations I shall show you. The 
strong transverse and spiral cords, observable in the 
inner layer of the muscular coat of the bladder, you 
can see from the inside without any preparation, except 
at the neck of the bladder, where they are rarely or 
scarcely perceptible. These gentlemen and I have made 
many attempts to discover circular 6bres around the 
neck of the bladder, but we have not succeeded satis- 
factorily, so as to show any of importance. In this pre-< 
paration there are some transverse fibres, crossing di- 
rectly over the opening from the bladder into the urethra, 
and they are the most marked I have seen or could dis- 
cover although the mucous membrane has been care- 
fully dissected off in several of the preparations before 
you, both in the recent state and after lying some days 
in spirits. I am of opinion then, that the portion of 
the bladder surrounding the opening into the urethra 
possesses but little muscular contractility, whilst it is 
endowed with a considerable degree of elasticity, which 
any one may ascertain by stretching the part. When 
the two muscular layers of the bladder contract, its 
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tendons inserted into tlie pulxte, become with the pros- 
tate generally the fixed points, the urine is forced 
against the orifice of the urethra, which yields by its 
elasticity, and returns to its fonner state when the 
pressure is removed. 1 am aware that in certain para- 
lytic states ofthe bladder, the urine may be made to flow 
by pressing on the abdomen immediately over it, which 
cannot be done in a healthy person, and this would 
seem to imply, that a mnscular power was the cause of 
the urine being retained ; although, on the other hand, 
the urine is retained and collected in considerable 
quantity in some paralytic cases without making its 
escape when assisted by the erect position, implying 
that there is also an elastic power acting at the neck 
of the bladder. That fibres have been described sur- 
rounding this part is undoubted, but no anatomist has 
dissected them in such manner as to admit of their 
being truly called a sphincter muscle, although that is 
the name given to them. It ia possible that this part 
may be both muscular and elastic, and I am willing to 
take that view of it, but it is right I should tell yon it 
has been supposed by the older anatomists, that the 
muscular power which prevented the flow of urine 
resided in those muscles which surround the mem- 
branous part of the urethra; and I have it in my 
power, indeed the preparations are on the table, to 
show, and therefrom to describe to you, muscles of 
that part unknown to modern anatomy, which will 
in future attract considerable attention. 

It is a matter of very little consequence, whether it 
be decided that the part surrounding the orifice of the 
bladder Ije acted upon by a structure entirely nius- 



Oe/iiiition of l/ie \eck »/ ifit nhdikr. 17 

cular, or entirely elastic, or partly botK; but tli* fact 
<qS there being an clastic etructurc at the part ih of' 
e;reat importance, because it eiiables ws to accouut for 
the occurrence of certaJn diseases, in a more satisfactory 
manner than ftwmerly. It enables us to take new 
views even of these diseases, and 1 hope to adopt new 
modes of practice, which will be found more beneficial 
in aid of our suffering fellow -creatures than those which 
are commonly resorted to. 

The tei'm, neck of the bladder, is one wliicli iias 
several meanings ; somo anatomiEits confining it to one 
part, some to another, and even including the whole of 
that portion of the urethra which passes through the 
prostate gland. I always however understand, and 
«hall speak of the neck of the bladder, as of the small 
part surrounding the very opening itself into the urethra, 
and which therefore is a ring, a little broader or thicker 
than the bladder itself. It is that portion on which 
the uvula ia situated, the urethra being before, the 
bladder behind it; and the abruptness with which 
the opening commences, when viewed from within, 
appears to me to warrant the acceptation of the term, 
whilst the diseases which atlect this part render it 
worthy of an accurate deflnitioii. When it loses the 
natural elasticity with which it is endowed, and which 
it does from internal changes the consequence of ' 
disease, it becomes firm and contracted, constituting a 
structure resembling in many respects those which 
take place in any part of the urethra. In commoti 
language among unprofessional persons, a stricture at 
the neck of the bladder is often said to exist ; but 
gentlemen know nothing of the exact situation of 
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internal parts, and suppose that an obstacle at six or 
seven inches distance from the orifice of the urethra 
must be at the neck of the bladder, it is not 
however within two inches of it generally speaking ; 
and if you refer to the latest surgical authoritie« on 
this subject, you wiU find it I believe invariably 
■'Mated, that stricture does not take place beyond 
■eveQ inches, or the commencement of the membranous 
portion of the urethra ; and all the derangements 
which occur beyond that part, are attributed to disease 
of the prostate. This is however a very great 
mistake; this gland is by no means so often in fault as 
it has been presumed ; and no greater error has been 
committed in surgery, than that which supposes the 
third lobe as it i» called of the prostate, to be the 
common cauBe of those difficulties in making water 
which occur so frequently in elderly people, and 
sometimes in young ones. I do not deny that a 
portion of the prostate does enlarge and project into 
the bladder, preventing the flow of urine from it ; but 
I mean to affirm that this evil takes place more fre- 
quently, and is more effectually caused by disease of 
the neck of the bladder, totally unconnected with the 
prostate than by disease of that part ; a fact 1 consider 
exceedingly important, because it leads to improvement 
in this branch of surgery, and to the introduction of 
more effective means of cure. A knowledge of this. 
&ct enables ua also to understand how other diseases of 
the bladder take place, and how other symptoms not 
bitherto explained have arisen ; but this subject is so 
iotportant,. that I shall defer it until the next Lecture. 



LECTURE H. 



Tub proatate gland is a substance of a tolerably firm 
consistence, and of a whitish grey coloar, placed in 
immediate connection with the orifice of the bladder' 
and nearly surrounding tlie first portion of the urethrt. 
It is in the healthy state about fifteen lines in length; 
and has been cotnpaied in shape to the ace of hcartj?, 
or to a flattened chestnut, the base being turned 
towards the bladder, the apex forwards towards the 
urethra. When it is divided longitudinally, that is l>y 
an incision made through the bladder and urethra, the 
greatest portion will be perceived to be below the 
urethra, although thore is a great dif^ereuce in this 
respect in the various preparations before you. When 
the smaller or upper portion only is divided, and there 
is sometimes but little or even none above the urethra 
at this part, and the neck of the bladder is laid open, 
a strong raised white line is seen running from the 
uvula vesicae, in tiie centre of the under part of tlie 
canal, having from its being elevated a slight hollow 
on each side of it ; and whicli line as it proceeds, 
assists in forming an oblong body nearer to the apeK 
of the prostate than to the bladder, called vbrumonta- 
aum, and from its resemblance to a cock's comb the 
c 2 
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caput gallinaginifi. From the base of this elevation 
the white line runn ao:ain forwarda, and becomes 
indistinct in the bulbous portion of the urethra. It 
appears to strengthen these parts, and connect them 
more intimately with each other. 

The ejacuiatory ducts open on the sides of this little 
elevation, which is composed principally of the mucous 
-lining of the urethra; and on its upper part there is a 
lacuna or hollow called the sinus pocularis, which is 
sometimes so large as to admit the end of a small 
bougie to enter, but over which a rounder and larger 
pointed instrument passes readily, demonstrating to 
the surgeon the nature of the obstruction, and pre- 
venting a repetitioti of the accident ; this circumstance 
is however of rare occurrence, the smallest bougie 
generally passing over, or rather by the side of the 
sinus pocularis, without being entangled in it ; and it is 
probable that the white line I have alluded to, by 
making a slight elevation in the middle, directs the 
email bougie into one of the hollows on either side of it. 
On the floor of the urethra, by the aide of the verumon- 
tanum, you see the ducts of the prostate opening, 
generally about eight in number on each side, and 
aixanged in the form of a crescent ; they are sometimes 
more numerous, conimunicate with each other before 
they open into the urethra, and have been enumerated 
as high as from thirty to forty. They are duct« 
leading from follicular glands, situated in the sub- 
stance of the prostate, and are best shown by squeezing 
the recent part, when the secretion flows through them. 
The widest part of the gland is from side to side, there 
lieing nine lines front the centre of the urethra to it^ 
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external surface in a well-t'ojmetl prostate; but if the 
incision be not made transversely, but diagonally 
outwards and backwards, it may be a little more. 

The prostate in the foetus is composed of two parts, 
each part consisting of two lobes, on which account 
perhaps it was, that the older anatomists called them 
prostates in the plural number. Between the fourth 
and fifth month before birth the two internal lobeB 
unite, and the gland is then composed of three parts; 
but these again, between the sixth and the eighth 
month, lose their separate form and become one sub- 
stance. The base of the gland, or the part by which 
it is applied to the bladder, is notched or deficient in 
the middle, and particularly at the under part, where 
it is much flattened, and in the median line depressed, 
which together with the passage of the urethra through 
it, seems to divide it into two lobes. A little below 
where the notch tei-minates, the ejaculatory ducts 
enter; but they do so' by perforating the gland at a 
part whicli is a little hollowed out, and not by passing 
between the lobes to reach the side of the verumon- 
tanum. The portion of the gland nearer to the bladder 
than the ducts, forms a sort of bar or connection be- 
tween the two lateral portions; aud this part sometimes 
takes on diflerent fonns. There is only one preparation 
out of eighteen on the table in which it is rounded 
like a little nipple, but it sometimes does assume this 
form ; and Sir E. Home thought it right, from this not 
usual appearance, to term it a third lobe. It was well 
known to previous anatomists: Mr. Hunter had not 
only described it in disease, but had a drawing made 
of it, which is now No. 123, Fig. 1 and 2, in cube 4, 
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drawer 8, in the luuiicum of the College of SuTgeoDS ; 
and which drawing Sir E, Home had engraved. 

It is a curious circumstance that the preparation 
No. 764, whicK was engraved by Sir E. Home to show 
thiB third lobe in a state of disease, merely shows a 
small elevation at the termination of the two banda 
leading from the ureters internally, and that no exami- 
nation was made to prove whether this was or was not 
a part of the prostate. I have examined the preparation 
attentively, but the parts are bo hardened by their long 
immersion in spirits, that the prostate cannot be dis- 
sected, BO as to show any t!iing like the entrance of the 
ejaculatory ducts into the prostate itself. The fact of 
an enlargement of the third lobe can only now be ascer- 
tained by dividing the bladder and urethra in their 
longitudinal direction: and I shall propose to the 
board of curators to do so, tor it is rather unaccount- 
able that such men as Mr. Hunter and Sir E. Home 
should have had drawings and engravingo made to 
show di^ase in a part, whtch part was not examined 
in the only way by which the proof could be given 
that it was actually diseased. 

There is another thing no less remarkable, and it is, 
that it is quite clear from the remains oi' Mr. Hunter's 
papers preserved in the college, that be bad anticipated 
Sir E. Home on every point connected with this 
subject. 

The prostate is applied above and to the sides of the 
neck of the bladder, but is geuei-ally wanting at the 
under part, unless the bar uniting the lateral lobes, or 
as it is termed the third lobe, is unusually large. The 
under poition of the neck of the bladder is not tiien 
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'always surrounded by ihe prostate; aud tliu uvula 
vesica], the cr^te vesicale of the French, is not neces- 
sarily conaected with its third lobe, or with any other 
part oi" it. On the fore part and sides the outer or 
longitudinal layer of tibres of the bladder pass over the 
pi-oeUte ; on tlie under part they generally stop short 
of it, but soiutilinies perforate its under surface. The 
middle Uyer and the elastic or superadded structure 
appear to be attached to it, whilst the mucous coat, 
wliich possesses no peculiar properties, seems only to 
be connected with it through the medium of the 
cellular texture uniting it with the subjacent parts. 

It appears then that the following facts may be 
deduced from the preceding statements : — 

1. That the elastic structure at the neck of the 
bladder may be diseased without any necessary con- 
nection with the prostate gland. 

2. That the prostate may be diseased without any 
necessary comiection with the elastic structure. 

The preparation I now place before you is the most 
valuable one in my possession. It shows the elastic 
structure at the neck of the bladder diseased,, without 
any affection of the prostate, aud particularly of the 
third lobe. The patient piissed his water with great 
difhculty, iu consequence of the barrier fOTmed by this 
unyielding structure, aud died ultimately of the disease 
after much sufi'ering. This case and diBsection esta- 
blish in the most clear and decided manner the fact I 
have been endeavouring to impress upon you, viz, — of 
a separate disease of the neck of the bladder, which 
has been hitherto considered as dependent on sd 
aHection of the third lobe of the prostate. To prove 
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this lias been the principal objecl in making all the 
diasections yoit have seen. 

I am indebted to Mr. Andrews, of the London 
Hospital, for the diseased parts I now show vod. I 
mentioned to him, at the Court of Examiners of the 
College of Surgeons, some of ray views on these su-b- 
jects, and he was so guod as to promise me any thing 
that came io his way which might throw light npoo 
tb«n. It will give me pleasure to receive and to 
acknowledge assistance of a similttr kind from others 
ef my profeasional brethi"en ; and if they have poor 
persons under their care with these complaints I »hall 
be happy to take them into the hospital, or to do 
any thing that may be agreeable to them. The French, 
in accumulating diseases of the same kind under the 
care of one person, often obtain more satisfactory re- 
sults than we do, who have not the poBsibility of 
making such arrangement. I shall be glad to return 
the obligation with respect to other diseases in which 
I may not take the same iaterest, and with respect to 
which other surgeons may have some peculiar ideas, or 
modes of treatment. 

In this preparation of Mr. Andrews' the right lobe 
orf the prostate is seen of siore than twice its naturjl 
t>ize ; the left is a tittle larger than usual. When the 
bladder was opened, the orifice into the urethra was 
found dilated to the size of the end of the little finger, 
and perfectly round at its upper half, but this opening 
was nearly closed by the enlarged right lobe of the 
prostate which lay in front of it, and pushed the 
urethra to the left, whilst it liad drawn up the mucous 
membrane of the bladder so as to form a bar aciwis its 
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under part. This bar U quite membranous, and doe* 
not include the elastic etnicture which is not diseased, 
neither is that part called the third lobe, nor is there 
aiiy projection into the bladder, save the bar or valve 
formed by its mucous membrane at the very meatus. 
This patient was eighty years of age, had passed his 
urine with much straining long previously to the last 
attack, which came on a few days before he died. The 
catheter was passed with considerable difficulty, and 
he sunk at his time of life, under the irritation induced 
constitutionally. The bladder was very large and 
but little thickened, the transverse bands on the back 
part are particularly isolated and strong. In the oval 
hollow behind the triangular space there were 6fty 
small stones. 

In this case the disease was exactly the reverse of 
the-other, the prostate was alone affected, and the bar 
formed at the neck of the bladder consisted of its 
mucous membrane, elevated and drawn tight across 
the under part of the opening, in consequence of its 
connection with the prostate through the subjacent parts. 
If the prostate could have been removed, the mucous 
membrane forming the bar would have fallen back 
into its proper place. If this bar could have been 
divided, a great obstruction to the flow of urine would 
have been removed, and a proportionate relief obtained. 
When there is a third lobe of the prostate, and it is 
diseased and projects into the bladder, the elastic 
structure of this part usually partakes of the evil, forma 
a hard firm bank in addition to the nipple-hke valve, 
and between them the retention of urine may become 
complete. This disease with its complication is much 
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less curable tlian Ihe disease of the neckof'tbe blaijiler 
ulooe, and the necessity for a distinction between tlieni 
is so much the greitter, believing as I do, that relief 
from this latter complaint is always in the bandy of 
the surgeon. 

In its simple or first stage, when there is only a 
defect of elasticity, it givea rise to stricture at the very 
neck or oiifice of the bladder, curable by common 
means if properly applied. In its second stage, when 
the bar is formed and becomes more or less rigid, a 
small bougie rests against it, and if made uf soft 
materials bends, and cannot be made to proceed ; if a 
solid instrument, it passes in one of the hollows ou 
each side of the white central line, which are als9 
deepened by the elevation of the uvula vesicBB, catches 
on the valve at the entrance, and when the handle of 
the instrument is depressed, it raises it, bladder, 
rectum and all upon its point, until the pain or the 
resistance ioducea the surgeon to forego the depression, 
or the valve yields or is torn, when it finds its way 
mto the bladder ; or perhaps the surgeon not possess- 
ing much experience, is, satisfied with the distance the 
instrument has gone in, and supposes he has passed it 
into the bladder. This is one of the evils which arises 
Ironi the attention which has been paid to the length 
of the urethra with regard to inches only; for when a 
man is told that the urethra is often only eight inches 
long, and finds his instrnment has passed perhaps 
more than nine, he may deceive himself, although his 
patient is not relieved. I had a gentleman from 
America under my care lately under these circum- 
tiUmces. He had never pas&ed his bougie beyond the 
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iMJck of the bladder, although tie and his surgeon 
supposed they had dooe so. Wheu I succeeded in 
doing it, he became sensible of the difference ; and I 
desired him, on his tnking leave, always to use in 
future a No. 12 catheter, witli a very round point, that 
ihc passage of urine through it might convince him of 
the fact. 

When the diseatte teaches its third staget^ or that 
which gives rise to considerable diflSculty and straining 
to pass water, and which cannot always be effected, 
many serious symptoms arise. These will be noticed 
in their proper places, but tliere are two I cannot refrain 
from mentioning, because tbey have not, I believe, 
received all the attention they merit, if indeed the 
symptoms have not been in some degree disregarded, 
or even overlooked. 

When demonstrating the structure of the bladder, I 
drew your attention in one particular instance to the 
distinct manner in which the longitudinal and trans- 
verse fibres passed across each other at righj angles, 
leaving small inteivening spaces, filled up only by tlie 
mucous membrane and the cellular tissue by which 
these parts are united to each other. When the elastic 
neck does not yield to the natum! degree of pressure 
usually exercised by the coats of the bladder generally 
in consequence of its being the seat of commencing 
disease, they are called upon to act with a greater 
degree of vigour, and in certain cases during this 
augmented action, the mucous coat becomes distended 
by the urine, yields and protrudes externally between 
the muscular fibres ; the comnicncement of an e.vtra 
esical pouch is thus tbrined, which goes (j 
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if tlie same cause continues which gave rise to it, until 
it uttains coneiderable magQitude : the opening between 
the muscular fibres by which it begau is usually of a 
small size, leading to a large cavity into which a stone 
may pass, and be so shut up as to give rise to no 
further inconvenience. In other instances, the open- 
ing may be large enough and in such u situation as to 
admit of the stone being struck by the point of the 
sound, although it will not be as readily extracted 
after the operation for its removal has been accom- 
plished. In all cases a quantity of urine may and will 
be retained in these pouches, aud sometimes secretions 
may take place into them of a different nature, 
depending on the state of the membrane by which they 
are lined : in one case of this kind, after drawing ofif 
the urine by the catheter, aaid as I supposed emptying 
it, I found I could still get more fay passing it in a 
certain direction, and in aU probability into one of the 
pouches which are thus formed. This is however an 
accidental circumstance, which will be rarely met with. 
If the bladder be emptied by the catheter in the erect 
position, and the patient be made to change it by 
lying down, retaining the catheter in its place, an 
additional quantity may run from the instrument, 
showing that one or other of these pouches has been 
emptied. A gentlemau consulted me on account of a 
difficulty he had in passing his water, for which he 
used an elastic catheter twice a-day and sometimes 
thrice, with great relief. But the symptom he com- 
plained of most, and for which he applied to me, was, 
that after emptying his bladder in the erect position 
on going to bed, lie soon after felt as much desire as 
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before to make water, and that on atraioiDg forcibly he 
could pass a little. 1 desired him to use the caihetera 
second time when he felt this uneasiness, which bedid, 
and obtained about tbree ounces more water. This 
led to the belief that he had pouches in his bladder, 
which were only emptied by change of position. I 
wished him to ascertain what position emptied them, 
but he could not do this in a satisfactory manner, for 
a reason which appeared after death, namely, that 
there were several pouches, which could not all be 
emptied by the same position. He obtained consi- 
derable relief by first drawing off his water in the 
erect position, and then by lying down with the 
catheter in the bladder, and by changing his position 
from either side to his face (for these pouches rarely 
form on the fore part) he removed a further quantity, 
after which he obtained rest, until the pouches and the 
bladder were refilled, and the desire to discharge ilia 
water again became considerable. If this investigation 
be made in the morning on rising, it does not give so 
accurate a degree of information, and must not be 
mistaken for a similar symptom, about which you may 
be consulted by persons who have no particular disease. 
It often happens, that at about fifty years of age the 
urine passes with less force and more slowly than 
formerly, although there may not beany perceptible or 
discoverable disease of tlie neck of the bladder. It has 
perhaps only lost a slight portion of its elasticity. If 
Uie person be very attentive to himself, he finds that 
he makes his water very well on rising in the morning; 
and that during the time of dressing, he makes it once 
or twice in larger quantity. This may hap]>en to any 
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between the blades of tiie nmall calculoB foroepit 
which were kept open to catcli any thing which might 
pass between them. The Bitver catheter often received 
so smart a shock, that it was forced out a couple 
of inches, and ft^om between the fingers when held 
loosely, so tliat the patient himself could not help 
observing it, and asking the cause. 1 was never 
satisfied during hi»s life that there was not an encysted 
stone in the bladder, although I was quite sure there 
was not a loose one. The examination after death 
decided the point ; there was not a stone of any kind> 
and nothing pecuhar save the five pouches, and the 
bar at the neck of the bladder formed by it^ elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
fluttering strokes of the bladder on the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less solid substances, they fell against the 
instrument, or were brought foicibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be forgiven for the mistake more 
readily in this case than in most others, and I there- 
fore dwell upon it longer than it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. I cannot help thinking it has been the most 
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between the blades of the small calculns fonwps, 
which were kept open to catch any thing which might 
pass between them. The silver catheter often received 
so smart a shock, that it was forced out a couple 
of inches, and from between the fingers when hdd 
loosely, so that the patient himself could not help 
observing it, and asking the cause. I was never 
satisfied during his life that there waa not an encysted 
stone in the bladder, although 1 was quite sure there 
was not a loose one. The examination after dealJi 
decided the point ; there was not a stone of any kind, 
and nothing peculiar save the live pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
fluttering strokes of the bladder on the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less solid substances, they fell against the 
instrument, or were brought forcibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a Btone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be foi^iven for the mistake more 
readily in this case than in most others, and I there- 
fore dwell upon it longer tlian it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. 1 cannot help thinkint:: it has been the most 
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between the blades of the small calctilus forceps, 
which were kept open to catch any thing which might 
pass between them. The silver catheter often received 
80 smart a shock, that it was forced out a couple 
of inches, and from between the fingers when hdd 
loosely, so that the patient himself could not help 
observing it, and asking the cause. I was never 
satisfied during his life that there was not an encysted 
stone in the bladder, although 1 was quite sure there 
was not a loose one. The examination after death 
decided the point ; there was not a stone of any kind, 
and nothing pecuhar save the five pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of rfie prostate ; and the peculiar 
fluttering strokes of the bladder on the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less soUd substances, they fell against the 
instrument, or were brought forcibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the Buttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be forgiven for the mistake more 
readily in this case than in most others, and I there- 
fore dwell upon it longer tlian it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. I cannot help thinking it has been the most 
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between the lilades of Uie Hinall calculus forceps, 
which were kept open to catcl* any thing which might 
pass between them. The silver catheter often received 
eo smart a shock, that it was forced out a couple 
of inches, and from between the tiagers when held 
loosely, so that the patient himself could not help 
observing it, and asking the cause. I was never 
satisfied during his life that there was not an encysted 
stone in the bladder, althougli 1 was quite sure there 
was not a loose one. The examination after death 
decided the point ; there was not a stone of any kind, 
and nothing peculiar save tiie five pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
fluttering strokes of the bladder ou the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less solid substances, they felt against the 
instrument, or were brought forcibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be forgiven for the mistake more 
readdy in this case than in most others, and I there- 
fore dwell upon it longer tlian it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. I cannot help thinking it has been the most 
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between the blades of the small calculus forceps, 
which were kept open to catch any thing which might 
pass between tliem. The silver cathet«r ol'teo received 
BO smart a shock, that it was forced out a couple 
of inches, and from between the fiugers when held 
loosely, so that the patient himself could not help 
observing it, and asking the cause. I was never 
satisfied during his life that there was not an encysted 
stone in the bladder, although I was quite sure there 
was not a loose one. The examination after death 
decided the point ; there was not a stone of any kind, 
and nothing peculiar sa.ve the five pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
fluttering strokes of the bladder on the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by ibar being 
more or less solid substances, they fell against the 
instrument, or were brought forcibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be forgiven for the mistake more 
readily in this case than in most others, and I there- 
fore dwell upon it longer than it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. 1 caimot help thinking it has been the most 
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between the l^lndes of the small calculus forceps, 
which were kept open to catch any thing which might 
pass between them. The silver catheter ol'ten received 
BO smart a §hock, that it was forced out a couple 
of inches, and from between the fingers when held 
loosely, so that the patient himself could not help 
observing it, and asking the cauiie. I was never 
satisfied during his life that there was not an encysted 
stone in the blailder, although 1 wa^ qnite sure there 
was not a loose one. The examination after death 
decided the point ; there was not a stone of any kind, 
and nothing peculiar save the five pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid aubstance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
fluttering strokes of the bladder on the catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less solid substances, they fell against the 
instrument, or were brought forcibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavity. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has been found. At all events, 
a surgeon may be forgiven for the mistake more 
readily in this case than in most others, and I there- 
fore dwell upon it longer than it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. 1 cannot help thinking it has been the most 
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one at any age, niid urises from tbe circumstnnce of 
the urine not being secreted uHually to any extent 
daring sound sleep, whilst t)ie kidneys become after 
such state of lest, mucli mure active on the person 'h 
moving about. It is not a sign of disease. The urine 
is also devoid of any offensive smeil, which if. rarely 
the case wheo it has been retained in pouches. In 
one gentleman, the existence of one or more pouches 
of this kind became evident on injecting tbe bladder ; 
twelve ounces of warm water could be thrown into it 
before much uneasiness was produced ; but on draw- 
ing it off, ten ounces only could he obtained, and 
rarely the whole twelve even by any change of 
poeition. In the preparation before you there are five 
pouches of different eizes ; and there was one symptom 
in this case which I had met with in three others, 
without being able to account for it, and which may 
have depended on the same cause. 

The first instance occurred in the York Hospital, at 
Chelsea, in the year 1816. The patient, a soldier, 
had been invalided for some complaint of his urinary 
oigans, of which a stricture formed one. The removal 
of this did not much alleviate his symptoms, and on 
examination with the catheter, a smart blow was felt 
on the instrument with the termination of the flow of 
urine, giving rise to the idea of a stone. This always 
took place, and sometimes the stroke seemed to be 
repeated twice, or even three times, although each 
time fainter than before. Tbe first blow would some- 
times force the catheter firom between the finger and 
thumb when slightly held, and at least two inches out 
of the urethra. Many able surgeons saw this case, 
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geveral thouglit ihere wns a stone in the bladder, aud 
some even adviaed an operation. It appeared to me 
and my colleague, the late Mr. Morel, that the blow 
was deficient in the sound which a solid, hard sub- 
stance gives, the lick as it is often called technically. 
The substance causing it could never be detected by 
the must careftil examination after the urine had been 
evacuated, nor while the bladder was full, but only 
at the moment of its becoming empty ; and I was led 
to the conclusion, that if there was a stone it must be 
enclosed in a sac, and that it was the soft envelope 
which rendered the sensation communicated by it so 
obscure. The man was discharged. 

In the second and third cases the sensations were 
the same, save that the little taps on the catheter 
resembled more the blows given by the wings of a 
bird in fiuttering, bo that I have been in the habit of 
calling them the JiutCering blows of' the bladder in my 
Lectures, believing that they depended on some 
unusual action of the oval cavity of the fundus, or of 
the base of the triangular space acted upon irregularly 
by their own fibres, and by those passing perpendi- 
cularly and across by the sides of the neck of the 
bladder, and which have been considered as a sphinc- 
ter. The last case I mot with cleared up the difficulty. 
The blow was perfect, aud resembling that from a stone 
in every respect save two, namely, the grate which a 
stone gives or ought to give to either a aUver, a steel, 
or a gum elastic cathe'ter, and the impossibihty of 
finding it except when the last drops of urine were 
flowing. I examined the bladder several times very 
carefully, and even did it allowing the unne to flow 
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, betirera the blades of tiie miKll ralcnloa fomptt 
[which were kept open to cotcb say thing which might 
pBM between them. The silver catheter oTten received 
so Kuuat % shock, that it w«s forced out a couple 
of iDches, and from beCweeo the fingerB when heM 
loosely, so that the patimt himself could DOt help 
rvilMennng it, and askmg the cause. 1 was never 
■fttisfied during his life that there was not an ency&ted 
•tone in the bladder, alUiough I was (]ait« sure there 
was tiot a loose one. The examinatioQ after death 
decided the point ; there was not a stone of any kind, 
and nothing peculiar sare the hre pouches, and the 
bar at the neck of the bladder formed by its elastic, 
but now rigid substance, totally unconnected with the 
third or middle lobe of the prostate ; and the peculiar 
flnttering strokes of the bladder on tlie catheter, were 
caused, therefore, I have now no doubt, by the descent 
of the pouches containing urine, and by their being 
more or less solid substances, they fell against the 
instrument, or were brought foi-cibly against it, by the 
muscular efforts of the bladder in contracting on the 
evacuation of the last drops of urine from its cavitj-. 

When symptoms have given rise to the suspicion of 
the existence of a stone, and the fluttering strokes or 
blows on the instrument have been felt, I suspect it 
may have happened that the operation has been per- 
formed and no stone has beeji found. At all events, 
a surgeon may be forgiven for the misUike more 
readily in this case than in most others, and I there- 
fore dwell upon it longer than it perhaps requires, in 
order to prevent such a misfortune from occurring in 
future. I cannot help thinking it has been the most 
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common cause of such aa accident ; and when I hear 
and have heard^ that although no stone was found, the 
patient, when he survived, was much the better for the 
operaticm, I am more satisfied that I am likely to be 
correct in my supposition. The good done by the 
^leration was caused by the division of the bar at the 
Heck of the bladder, and the consequent removal of 
the obstruction to the passage of the urine out of it ; 
and I approve of a proper operation being done for 
this purpose in certain and peculiar cases to be here- 
after noticed, but then the patient is not consenting 
to an operation, supposing it to be for the removal 
of a stone, and the surgeon is not relieving him by 
a mistake. 



FIG. 1. 

Anterior view of the bladder, alluded to in the preceding 

pages, 

• 

a. The inside of the bladder in a highly inflamed state, the 

anterior part having been removed. 

b. The urethra slit open. 

c. €. Two large pouches cut open, bristles are inserted into 
their orifices of communication with the bladder, and 
into those of three others which existed in it. 

d. The prostate gland a little enlarged on the right side. 

e* The caput gallinaginis or verumontanum. 

/. The nipple-like prociess at the neck of the bladder di- 
vided into three smalUprominen^es, and forming a bar 
or dam, preventing the free evacuation of the urine, 
and ultimately the cause of the death of the individual. 

D 
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FIG. II. 
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D of the lower part of' the sante bladder. 



t eotenng into it. 
/'. The priMlAte gland dissected and turned a little downwards, 

80 a« to be brought wholly into view at its upper part, the 

two lateral lobes bein^ distinct. 
e. The veiiculce seniinales turned dowa. 

d. The eJBcnlHtory ducts. 

e. The situation of a small pouch not seen. 

/. This liae corresponds with the line / in R%. 1 , and iiiarki the 
situation of the bar or dam at the neck of the bladder. 

ff. A line dratvn half an inch below the other, showing the 
disianee between the bar or disease of the neck of the 
bladder and the upper part of the prostate. This space 
has been obtajned by dissecting and turninf^ down the 
prostate, so as to show that it was not in any way impli- 
cated in the disease. It is formed by the urethra and 
elastic structure of the bladder passing along with it, and 
is as thin as a sixpence, except at the part in which llie 
dam or bar is situated. 
lliis preparation proves llie nature of the disease alludnd to 

in the most satisfactory manner. 



The prostate gland is bounded by oome large veins, 
proceeding originally from the penis, and passing 
between the tendons of the bladder, which part is 
also here more particularly fixed by several fascias, 
and especially the inner layer of the deep perineal, 
and by the pelvic fascia. These and the veins of the 
bladder have special reference to the operations for 
the stone, and we shall refer to them in due time 
with that view. As some of you may not however be 
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here when that time comes, I may sa.y, that my 
principal observations on these points will be directed 
to show, that the infiltration of urine, and which 
I am disposed to say is the principal cause of death, 
does not prove fatal from its having been caused by 
a complete division of the prostate, or of a portion 
of the bladder beyond it, but from its being penned 
or dammed up, after it has been allowed to escape, by 
the levator ani muscle, and the deep fasciEe of the 
perinceum. It is the want of a proper division of 
these parts that is the real cause of death, and which 
takes place therefore from a defective manner of per- 
forming the operation. 

It is usually said, that the fttmale has not a prostate, 
but merely an erectile tissue aurrouitding the neck of 
the bladder, to which I do not assent. If the word 
prostate be used with reference to its derivation, as 
standing before the vesiculs seminales, certainly a 
woman has not a prostate, because she has no vesiculae 
seminales, but if it be used as a substantive word, to 
express a particular thing, in the same manner as the 
words arteria initoniinata are now used as a name for 
a particular artery, which formerly had no name ; then 
a female has a prostate, for there is a substance of the 
same shape, form, and nearly of a similar structure 
surrounding the commencement of her urethra. It is 
the size of the prostate in a boy before the age of 
puberty, and resembles very nearly in external ap- 
pearance the same part in the male. Here are the 
ptostate and bladder of a boy of twelve years of age, 
and these two other preparations in spirits show the 
bladder and prostate in the adult female. One 
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bladder is opened from the fore part, the other from the 
back part, to show how much of this substaDce liee be- 
fore and behind the commencemeDt of the urethra. Vou 
will observe, in these two recent dissections of the same 
parts, that the band, on which the ureters are situated, 
is less marked, as well as those descending from them, 
than in the male, but the elastic structure is equally 
evident. The ejaculatory ducts of the male, opemng 
into the urethra, are of course wanting, and there does 
not appear either to be any ducts of the prostate, so 
that, perhaps, this substance may be considered in the 
female to be partly destitute of the follicular or glandular 
structure, which gives the additional bulk to the male. 
The fibres of the bladder have the same arrangement 
in the female as in the male, and 1 am therefore 
induced to believe, that the prostate gland in the male 
has at least three offices, viz. 1, to stand before the 
orifice of the bladder, and give it and the urethra 
which it surrounds support, and a point more or less 
fixed, upon which it may act in expelUng urine ; 2, to 
secrete a fluid peculiar to itself; and 3, to receive the 
ducts conveying secretions from other parts ; which 
two latter uses I do not attribute to it in the female, 
and the want of which may account for the difference 
of size in this part in the two sexes. At all events, it 
shall, gentlemen, be our will and pleasure, until further 
orders from the critics, to give the ladies an organ 
which they have not of late years been supposed to 
possess, but whilst we call it the female prostate we 
will hesitate in adding the word gland. Cowper, who 
was well acquainted with it, calls it corpus globosum. 
De Graaf, in his Work De Mulierum Organis, 
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page 323, has the following passage bearing on this 
subject. ''Sed ulterius, inquiret aliquis, unde illi 
ductus sive lacunae humorem ilium hauriant ? priores, 
illoe scilicet, quo circa colli orificium et meatus 
urinarii exitum conspiciuntur, ex parastatis mulierum 
seu potius crasso et membranoso corpore circumcirca 
meatum urinarium existente humorem suum accipiunt ; 
posteriores ver6 ex nervoso-membranos& colli uterini 
substantia liquorem suum coUigant.'' 




A^TERlOR to tlie prostate, the urethra is termed meui 
branous for a space eomething of about or ratlier less 
than an inch, being the part between it and the bulb, 
and is the portioQ which passes under the pubes. 
This preparation shows the ptibes with ils descending 
rami, the subpubic ligament, and that portion of the 
deep perineal faacia attached to it which together fona 
the triangular hgament of Camper, as it is termed, 
and through which the urethra passes, the size of 
which opening of tranamisaion is distinctly seen. The 
bulb of the urethra lies in front and in connection 
with this fascia, the membranous part of the urethra 
which I am alluding to behind. It is the part I now 
show, and to which I beg your attention particularly, 
there being some points connected with it deserving 
your especial notice, inasmuch as they are new, or 
have not been hitherto distinctly stated. It was 
called membranous I presume from the ease with 
which the canal might be isolated from its surround- 
ing investments, when compared with those portions 
which pass through the prostate behind and the 
corpus spongiosum before, as well as from the thin- 
ness of its proper coals when thus deprived of its 
usual coverings. This part, although thin, has always 
been known to be surrounded by muscular fibres as 
II probable compensation, and the older anatomists. 
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such ii« Winslow, Bartholin, Santorini, Gerardi, and 
others, conjectured that they were capable of acting 
as a sphincter to the bladder, although situated thus 
anterior to it. The ideals of these anatomistE, both 
as to the situation, structure, and functions of these 
muscular fibres, did not receive all the attention they 
perhaps deserved, and in abandoning the idea of- 
these fibres acting as a sphincter, modern anatomists 
seem to have attended but little to the subject. 

Mr. Wilson, in the first volume of the Transactions 
of the Medical and Chirurgical Society of London, 
gave a particular description of two muscles surround- 
ing the membranous portion of the urethra, which 
attracted the attention of every anatomist in Europe. 
They have been acknowledged by every one, although 
none have described them in so precise and apparently 
accurate a manner as he has done. It is however a 
very curious circumstance, that Mr. Wilson only de- 
scribed half a muscle, and that the error should not 
have been detected until the present time. 

Mr. Wilson, as I have stated, described his muscles 
with great apparent accuracy, and declared it was 
exceedingly easy to find them. To do this he gave 
directions, pointing out the close connection between 
them and the levator ani of each side, which induced 
many anatomists to think they were a part of these 
muscles, and that distinguishing them separately 
was after all an act of unnecessary minuteness. I 
shall content myself with remarking, that this arose 
from the error Mr. Wilson unaccountably fell into, of 
examining these parts from a side view only, and made 
from the left. If he bad dissected from behind 
forwards, I think he must have discovered the whole 
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of the muscle of wiiicli he has described only a part. 
Desirous of having preparations to show at my Lectures, 
which should enable me to demonstrate all these parts 
in the clearest manner, I set Mr. Taylor to work laat 
year to prepare them. He could not however succeed 
to Biy satisfaction ; the muscle was never perfect, 
according to Mr. Wilson's description of it. On one 
occasion, dissecting from behind forwards, and not by 
a side view, he made out an attachment on the left side, 
formed by some fibres running from the ramus of the 
ischium to the membranous part of tlie urethra ; this I 
took to be an accidental occurrence at the time; but 
keeping it in recollection, on making some more dis- 
sections during this winter, and there are twenty before 
you, I desired that particular attention might be paid 
to this point ; and the results of our labours, that is of 
Mr. Taylor, Mr. Bedford, and mine, enable me to show 
you these muscles in a complete state. The two pre- 
parations I place before you now are the most perfect. 
One shows the membranous part of the urethra sur- 
rounded by a well-defined muscle. On the upper 
part there is a central median line of tendon, which 
runs backwards to be inserted into the fascia covering 
the upper surface of the prostate ; and again forwards 

t6a the urethra through the triangular ligament to be 
inserted in front of it near the union of the corpora 
cavernosa. On the under part a similar tendinous 
line is to be observed, which is attached backwards to 
the fascia underneath the apex of the prostate, and 
forwards to the central tendinous point in the pe- 
rinseum. The muscle on its upper surface is covered 
by fascia descending from the pubes which adheres to 
'riz: 
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as the tendinous origin of bis muscle, and from which 
he supposed the fibres descended to surround the 
urethra, which they really do not. From the median 
tendinous line in the upper part of the urethra the 
fibres pass outwards on each side, converging towards 
the centre, where they form a leg, as I term it, of 
muscular fibres. On the under surface the same 
thing takes place ; and a leg on each side being thus 
formed from the superior and inferior fibres running 
firom each half of the urethra, they pass outwardly, 
that is transversely across the perinsum, to be inserted 
into the ascending ramus of the ischium a little below 
its junction with the descending ramus of the pubis on 
each side. These attachments are cut off in this 
preparation, but when I pull on each of these legs you 
see that they surround the urethra like a sling. 

In the preparation I now present to you, nearly all 
the parts are in situ. You see the muscle or muscles 
and their origins one on each side, which are very 
peculiar. They are inclosed between the two layers of 
fascia forming what is commonly called the deep peri- 
neeal fascia. The anterior layer is turned down as well 
as the triangular ligament firom the pubes ; and you see 
the muscle on each side with its origin, and lying 
between the anterior and posterior layers of the fascia. 
The pudic artery on the right side runs in front of it, 
and you see here the division of that vessel into the 
two arteries of the corpus cavernosum and of the 
dorsum of the penis. Cowper's gland on each side lies 
under or posterior to the muscle, and seems to be 
enveloped by it. The inner layer of fascia passing on 
the insideof the muscle reaches the inner edge of the 
levator ani, round which it turns to invest the urethra 
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View of the under surface of the maic/n. 




i. iDferior Burfnce of [he proetale. 

2. Portione of llie vesiculas acioiiialee. 

3. The bulb of Ihe urethra, 
4 4. The legs of the muscles. 

5, PiMlerior atlachment of the muscles. 

6. Their anterior attachment. 

7. The fibres from ihe two legs of the muscles meeting on 

the under surface of the membranous porliun of the 
urethra. 

8, Urethra with bougie in il. 
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FIG. III. 

View of the muscles from mthin the pelvis, the bladder 
being removed, and the urethra cut across anterior to 
the prostate. 

1. Inner surface of the sympbysis pubis. 

2 2. Rami of the ischia. 

3. Urethra. 

4 4. Tendons of the bladder. 

5 5. Anterior fibres of the levator ani. 

6 6. Anterior layer of the deep perineal fascia. 

7. The posterior layer tamed down on the right side to show 

these musGlesy and turned aside on the left. 

8. Origin of one leg of the muscle exposed. 

9. Superior or Mr. Wilson's portion of the muscle running 

over the membranous part of the urethra, and closely 
connected with the fascia at that part. 
10. The internal pudic artery. 



FIG. IV. 

View of the parts external to the pelvis in ^he same 

preparation. 

1. The symphysis pubis. 

2. The rami of the ischia. 

3. The crura penis. 

4. The bulb of the urethra. 

5. The internal layer of the deep perinseal fascia seen at No. 7 

of Fig. 3. 

6. The anterior layer. 

7. The pudic artery seen through it. 




1 1. Rami of the iechia and |iubcB. 
■2. Anterior la jier of the deep periniEal fascia. 

3. The posterior layer. 

4, The DiUBclea enclosing the membranous portion of the 

urethra. 
5 5, Origins of the muscles. 

6. Internal pudic artery dividinginlo its terminating- branehea. 

7. The bulb of the urethra. 

8. Tlie prostate, both layers of the deep fascia on this sirte 

being removed. 
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Bougie passed into the urethra. 
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The prostate. 
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Corpus cafernosum of one side. 
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FIG. VII. 
View of the under siirfiice of the muscles in the female. 




A. The neck of the bladder cut open, and a bougie passed into 

the urethra. 

B. Orifice of the urethra. 

C. The fibres from the two Icpt of the muscles nieetinfr on the 

under surface of Hie urethra. 
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The urethra is termed membranous at the part ^here 
it is surrounded by the muscle I last described, and 
while it is posterior to the triangular ligament. On 
passing through this it obtains the name of the 
bulbous part or portion^ in consequence of the bulb of 
the spongy body of the penis lying below it. In the 
preparation before you, the urethra is cut off on each 
side of the triangular ligament, in order to give a 
clearer view of the manner in which it passes through ; 
the bones remain attached to it, and it is of the greatest 
importance to observe the different position the parts 
assume when regarded separately, as in the prepara* 
tion, or with reference to the bones of the pelvis as 
that part lies on the table ; or again, with relation to 
the pelvis in its natural state, when the person is 
standing erect or lying down. The situation of the 
opening in the ligament will be very much misunder- 
stood unless the bones to which it is attached are 
placed in their proper position with reference to the 
body, when the inclination of the pubes forwards 
becomes obvious, and the obliquity of the descending 
rami, and of course of the triangular ligament is ap 
parent. The depth at which it is situated from the 
external surface will be better understood in this view ; 
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indeed no one can consider liimseif to be tolerably well 
acquainted with the anatomy of these parts, unless he 
has made several preparations like those now before 
you, demonstrating their structure and mutual attach- 
ments. 

The urethra on passing through the triangular hga- 
ment, does not do so like the finger going loosely 
through a ring; on the contrary, it is attached to it, 
and the ligament sends forward a layer of 6brou8 
structure, which surrounds and supports it. The bulb 
of the corpus spongiosum is applied to this on the 
under, but not on the upper part, and the bulb is 
again retained and 6xed in its situation by the acce- 
leratores urinee muscles, which are attached to it, to 
the central point in the periuEBum below, to the trian- 
gular ligament on the Bides, and particularly above. 
These muscles do not appear to me to be usually 
described with the accuracy they deserve. They arise 
on each side, sometimes by a small pointed triangular 
tendon from that part of the ramus of each os pubis, 
where they may be said to be nearest to each other. 
When this tendon does not exist, they arise from the 
triangular ligament by fitres, which pass on with it to 
the same part of the pubes, although they are also 
firmly implanted around the bulb. The urethra on 
passing through the triangular ligament ascends, and 
during this ascent on the fore part of this ligament, 
■which is for half an incJi, it is firmly connected to it 
by additional ligamentous substance, which you see 
in this preparation finnly adhering to it. The accelera- 
tores muscles, passing from the sides above the 
arethra, adhere to or are initerted strongly around this 
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party from which a. white line extends upwards for 
about two inches, being the centre of a flat thin 
tendon formed by the two muscles, the under surface 
of which is applied to the urethra^ the other or superior 
one to the crura penis, before they become corpora 
cavernosa penis, and afterwards lies beneath them, 
forming the under portion of the sulcus, iu which the 
urethra is received in its bulbous part, and in a portion 
of that which is denominated spongy* From the 
origin of the muscles on each side of the bulb, the 
lowest fibres pass downwards to cover its inferior part ; 
those arising higher up pass across, and those still 
higher up ascend', diverging as it were from their point 
of origin; the fibres of each side are seen meeting in 
a white central Une, lying on the surface of the bulb, 
passing downwards to form the point of insertion in 
the perineeum, and running upwards on the urethra 
into a point where «the muscular fibred on each side 
diverge (rem the urethra, and pass outwardly, with the 
object of running on the ligamentous covering of the 
corpora cavernosa to their ultimate attachment to that 
part. This muscle is not only a compressor of the 
bulb, but of the urethra iuimediately in front of it, 
which it surrounds* by tendon on the upper half, and 
by muscle on the under half, the corpus spongiosum 
being interposed. If an incision be nmde in the line 
of union' of the two muscles, and they be then turned 
outwards, the manner in which the tendon is 
formed, and which passes above the urethra to encircle 
it, will be distinctly seen. The bulbous portion of the 
urethra is only covered below by the bulb ; the uppe^r 
half is, as you see in this preparation, defended and 
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oiaintciiiicd in itci position by the lignmentous attncb- 
meut I have deocnbed, connecting it in the firmest 
manner with the triangular ligament. The tendinous 
part of the accelerator muscle is i\& ntsxt defence, until 
it ia received into the sulcus formed by the two 
corpora cavernosa, the ligament connecting these 
together being firmly attached to the pubes. The 
passage of the urethra from the opening in tlie trian- 
gular ligament is a gradual ascent to the point where 
the penis begins to become pendnlous, when the 
uretlii'a descends suddenly with it, and the line or 
curve separating the ascending from the descending or 
pendulous part is more formed by the attachment to 
the under part of the pubes, than, as is usually sup- 
posed, by the common suspensory ligament of the 
penis. If these points of attachment be attended to, 
the passage of instruments, be they straight or curved, 
into the bladder, is in a healthy state of tlie parts a very 
simple operation. They are guides, also, demonstrat- 
ing the respective places at which the point of the 
instrument has arrived, and the course which it ought 
to take to attain its object, rendering therefore any 
computation of the length of the urethra useless as a 
guide in practice, although otherwise an object of 
curiosity. There is one urethra on the table eleven 
inches long, and another eight, and several of inter- 
mediate lengths, depending principally, it is true, on 
the pendulous portion for the diSerence, but not en- 
tirely ; for the age and stature of a person, even after he 
has become an adult, often makes an essential difference 
when compared with another in those parts which 
are more fixed. I place no reliance whatever on the 
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measurement of the urethra made after death, for, 
although the urethra may be then eleven inches long^ 
as in the preparation before you, I never met with a 
case, unless there was a diseased prostate/ in which a 
catheter ten inches long was required to draw water : 
on the contrary, one eight inches long will generally 
be found sufficient, and I have known one of seven 
answer well ; the add itional inches being usually gained 
by the elongation or stretching of the parts during life 
or after death ; and if^ a surgeon calculates inches as 
his instrument proceeds, instead of considering the 
points of attachment as so many land-marks to guide 
his progress, he will be frequently in error, and always 
liable to do mischief. I believe the mistake of most 
consequence takes place in regard to those two parts 
which are called membranous and prostatic. In the pre*- 
paration before you, in which the urethra is eleven 
inches long, the length of these two portions is near 
three inches. From the orifice of the bladder to the 
triangular ligament, the usual length of the prostatic 
portion is estimated at about fifteen lines, the mem- 
branous at about twelve, or something more than an 
inch for the prostatic portion, and perhaps a little less 
than an inch for the membranous. In this very 
urethra, eleven inches long, I have no doubt but a 
catheter nine inches in length would easily have 
drawn off the urine during life. I am satisfied that 
one of eight inches would have done it, and the mem- 
branous and prostatic portions, which now^ appear to 
be near three inches in length, would have been cleared 
by an instrument very little more than two ; and this 
would occur from the manner in which these parts are 
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supported and maintained against the pubeB by tlie 
fasciae, which attach aikd connect them and the eur- 
Tounding parts to each other. When the prostate is 
diseased, on the contrary, the urethra at this part 
is made to undergo a considerable degree of elongation, 
and a catheter under such ci re iim stances, shoald be 
longer and larger in the curve. 

The length of the spongy portion of the urethra 
moat alway!) be uncertain, and is of no conHequence. 
The orifice of the urethra when in a normal state is 
always vertical, and closed, the sides being applied to 
each other. 

In addition to the e:(cretory duels to be f'onnd in 
the prostatic portion, two from Covvpei's glands open 
into the bulbous portion. These glands are two small 
granular bodies, lying close but posterior to the bulb, 
yet separated froni it by the anterior layer of the deep 
perin^eal fascia. The ducts which you see in this pre- 
paration pass upwards and foi'K'ards for something 
more than an inch, opening in general on the under 
surface of the urethra, by orifices so small that yoo 
will rarely find them except by squeezing the secretion 
through them. They appear to be aexual glands, and 
not connected with the excretion of urine, inasmuch 
as they are to be found in the female in a similar 
situation, with regard to the fascia, as in the male. 
Mr. Taylor, who made the greater part of these dis- 
sections, has shown them on each side in this prepara- 
tion, with the excretory ducts opening into the vagina. 
Rethought he had made a discovery; for, althoogh 
Dr. William Hunter in his great work on the gravid 
uterua has shown the otificB of the duct,' he c<aisid«reA 
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it as a follicle only. The older anatomists were aware 
however of there being a gland in this situation, 
before they knew there were any of a similar kind in 
the male. De Graaf mentioned, and Cowper notices 
them in his Anatomy of the Human Body, when he 
was unacquainted with those in the male which now 
bear his name. There are many other openings from 
secreting surfaces in the spongy portion of tbe 
urethra ; these generally appear in the median line on 
the under surface, and are called lacuna, although 
some letrge ones are to be found on the upper surface : 
one larger than the rest is called the lacuna magna. It is 
shown in this preparation, something more than an 
inch from the orifice of the urethra, and is often 
nearer two. The orifices of all these lacunee are 
turned forwards, and may catch the point of a small 
bougie; the lacuna magna, from having more often 
done this, has obtained its name of magna, rather 
perhaps than from its size ; and when this occurs the 
bougie must be withdrawn a little and the point borne 
against the inferior portion of the urethra, against that 
part situated just before where it enters into the glans 
penis, and which is called yb^sa navicularis, not that any 
very distinct fossa can be shown. There is however 
a follicle here which is apt to become inflamed, and 
give a great deal of trouble in many cases of gonorrhoea ; 
and when its excretory duct becomes closed or im- 
pervious, which it sometimes does, it gives rise to a 
very troublesome disease of t^e prepuce, which shall 
in due time be described. 

The vndth or diameter of the urethra is so very 
uncertain, varying so much in different people, that 
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it is scarcely worth while inquiring into it, more par- 
I tjcolarly as the passage of tnstruments is always 
, fCgulated by the size of the orifice of admission. 
TaJung as an example a well-formed urethra, theoriticc 
will be found to be the smallest part, with relation 
I (o every portion of the passage. I know but of one 
I exception, and that is in some few people whose orifice 
, is rather large ; and In whom the narrowest part is 
Utuated in sight, and about a quarter of an inch 
withiu it. This is a natural formation, and the person 
IS perfectly sound, but this part is alio sometimes the 
Beat of stricture, in which case it should always be 
divided with a small blunt-ended knife. The relief is 
immediate in the subsidence of the symptoms of irri- 
tation. From this part through the spongy portion 
the instrument will pass with perfect ease, until it 
reaches the commencement of the bulbous portion, 
where the urethra becomes a little narrower, and 
which diminution may become sensible to the hand. 
This bulbous portion of the urethra is said to be larger 
than the anterior part, but I do not believe that it is, 
although it may appear so from a slight contraction 
at the commencement of the membranous part, which 
makes it the smallest of all except the orifice, which 
IB invariably the least, both oa to diameter or circum- 
ference, when dilated by a round instrument. As to 
the positive size of the urethra, I can only say I have 
a solid bougie which is rather more than half an inch 
ifi diameter; I had it made for one gentleman in par- 
ticular, and it passed with perfect ease through Uie 
whole passage. Very few urethrEe will, however, 
admit a sound larger than from 12 to 16, this one is 
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No. 20 of my scale, and the dimensions of the urethra 
are not influenced by the size of the penis, as far as I 
have been able to observe. The orifice of the urethra 
is then, with the exception I have stated, the smallest 
part of the canal, and the least capable of extension, 
while every other part may be stretched to nearly 
twice its natural size without much difficulty, but the 
orifice scarcely yields without tearing, and this occurs 
fipm the peculiar dense structure of which its very 
edge is formed ; a structure peculiar to the part, but 
in some degree analogous to that which forms the edge 
of the eyelid. If this be destroyed by ulceration, its 
value and utility is seen, for the part' from which it 
has been removed contracts, and if the whole of the 
orifice has been deprived of its edge, the opening 
becomes so small as to act in a similar manner to a 
stricture, and to give rise to equally distressing symp- 
toms, whilst it is also the most difficult of cure. The 
evil seems to arise from the unyielding nature of the 
cicatrix, and the resistance which it opposes to the 
bladder, rather than to the small size of the opening ; 
for in many persons the orifice of the urethra is not 
situated at the end of the penis, but quite underneath, 
about the middle of where the frsenum is usually 
placed, in which case the opening is always a small 
one> scarcely ever admitting more than a No. 6 bougie, 
yet stricture never occurs in these people but as a 
consequence of disease, capable of giving rise to it in 
others differently formed. The orifice of the urethra, 
even when in its usual place, is often much below the 
medium size. This is often caused by a sort of valve 
or hymen, which passes across the lower pait, and can 
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be readily ehuwu by a beat probe, uii wbicb it may 
be protjuded and divided in all cases in which it is 
necessary to introduce inslrumeots for the cure of 
stricture or the removal of calculi. The oritice may 
also be unnaturally small, although otherwise well 
formed, when compared with the size of the canal 
within, in which case it must also be divided, 1 do it 
always with a small, sharp, but strong iris knife, 
carrying it directly downwards, but the wound is apt 
to heal if care is not taken to keep the edges apart by 
introducing a bougie from time to time to separate 
them. It was the custom of a sui^con, eminent for 
his treatment of strictures in this town, some twenty 
yeais ago, to break down the orifice iu ahnost all cases 
in which it would uot admit a No. 16 bougit. He did 
it by introducing a triangular conical shaped instru- 
ment, and pressing it on until the orifice yielded ; it 
generally did so downwards, but not always, and the 
torn partsrarely united again; but the practice appears 
barbarous, and would not be submitted to in the pre- 
sent time. It enabled him however to introduce 
larger instruments than he otherwise could have done, 
and thereby to effect a more permanent cure than 
could have been accomplished if the orifice had re- 
mained untouched; for a bougie which passes with 
case through a small orifice of this kind, must be much 
smaller than any other part of the canal, and can- 
not consequently dilate it to its full extent. 
When the orifice of the contracted urethra is even 
id, ihe poriion of the canal which is before you, 
and behind it, is still the smallest part of the whole; 
and in selecting an instrument fur examining the 
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passage^ you should chooBe one which will pasB through 
this part with Mte^ and then, if well managed, it will 
n^et with no obstacle in a healthy urethra in passing 
into the bladder, provided it has a proper curvature. 
The instrument I now show you is of solid steel plated, 
and was made by Mr. Stodart. In all common cases 
the patient stands before you, and you may introduce 
tlie sound with the convex psurt upwards, or with the 
handle turned towards the left groin, or with the 
concavity upwards. If the former, the instrument 
takes the course of the pendulous part of the urethra, 
and will be arrested by the bend the urethra makes 
in becoming so. This, which in people of small 
stature is often an insurmountable obstacle when the 
instrument is retained in that position, is easily 
obviated, and indeed avoided altogether by turning the 
handle of the sound gently rounds until it becomes 
perpendicular or vertical, the concave side being 
turned towards the patient, and the handle kept close 
to the body. Retained in this position it is to be 
steadily yet gently pressed on until it appears to meet 
with an obstacle, or rather not to proceed, when if the 
handle of the instrument be lowered or brought directly 
downwards, the |>oint of the instrument will slip into 
the bladder. If the surgeon has any doubt of the fact, 
he may ascertain it by bringing down the handle until 
it falls in a line drawn between the patient's ankles, 
when if he feels that the point is free, he may be 
satisfied it cannot be anywhere else, unless he has 
used a degree of violence quite unsurgical, as well as 
unbearable. If on lowering the handle the point will 
not pass on, the handle must be again raised, carried 
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close lo the abdomen, and genlty pressed agaiua little 
further into the urethra than it waa before; when on 
lowering it once more, it will slip into the bladder. 
These are the directions I give to gentlemen after they 
are cured of stricture, and I never fail to enable them 
to pass a bougie for themselves with ease. The natural 
ob^taclea, as they are calted, which are to be mot with 
after passing the bend caused by the pendulous part 
are two; one, according to Mons. Amuseat, is caused 
by a fold of membrane passing from the urethra to the 
pendulous portion of the bulb ; the other by the edge 
of the triangular ligament which pa.ises under the 
urethra. These are avoided by keeping the urethra 
on the stretch, after the handle of the instrument is 
placed in the vertical direction, until it is lowered, 
and by bearing the point of the instrument against the 
upper surface of the passage. If the handle of the 
sound is lowered too soon the point is borae against 
the triangular ligament at that part where the urethra 
is firmly attached to it. This error is immediately 
perceived and as soon rectified ; but if in gently 
passing the instrument on, it be loo heavily pressed 
downwards, whilst the urethra is not sufficiently on the 
stretch, the point is carried below the inferior edge of 
the triangular ligament going under the urethra, and 
cannot proceed until it is e.xtricated from this situation, 
which is to be done by withdrawing the sound for the 
space of an inch, then bearing it steadily forwards, 
and against the upper surface of the urethra, until it 
has passed the obstacle. I had a man in the York 
Hospital in whom it was impossible to pass a sound but 
io one way, and tlieu it was veiy casUy done. 1 tried 



iniroduciug a Solid Sound. 61 

several surgeons, but none could succeed until I showed 
them the method of doing it» which I discovered by 
accident. It was to carry the point of the solid sound 
or bougie down to the obstacle^ then withdraw it for 
an inch and pass it forwards ; this never failed, but 
half an inch never succeeded, nor any less distance, 
however well the efforts were made in any other 
direction. You saw an instance this morning of an 
obstruction of this nature. The person earae into the 
hospital unable to pass his water but by drops. He 
thought he had false passages, and all sorts of things 
besides ; and it was really a difficult case. I can now 
pass No. 15, you have seen me do it several times, yet 
it met with obstructions each time, which rendered it 
necessary to change the direction of the point of the 
instrument ; and a person not acquainted with this case 
might readily fail in passing even No. 5, and conclude 
that the patient had a very narrow stricture. These 
obstacles are formed however by unyielding parts 
external to the thin membrane of the urethra. 

The two uretbrse before you have been taken out 
with the triangular ligament, which has been separated 
from its attachment to the bones ; and they have been 
slit open on their upper surfaces. If the points of 
attachment of the triangular ligament are held steadily 
on each side, and the urethra is put on the stretch, 
you see most clearly the ridge the ligament forms under 
the urethra. If these attachments are left loose, 
whilst the urethra is stretbhed by the left hand, the 
other end or bladder being held by another person, 
and the fore-finger of the right hand is run along the 
under surface of the urethra, it will meet with a little 
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depression or fold which impedes the progress of the 
finger, and nearly in. the same tiituation; tliis 
M. Amiissat affirms, causes the obstacle met with in 
passing a bougie, rather than the triangular ligamenL 
This fold is formed, according to his account, by the 
interior fibrous meoibrane of the corpus spongiosum, 
which passing outwardly where the hulb separates from 
the urethra forms a sort of bridle around it; but I 
suspect he is mistaken in attributing t-o much to it. 
When a side view of the pelvis is made, as you see 
in this preparation, the attachment of the triangnlar 
ligament is cut away on the left side, the resistance it 
would otherwise make is obviated, and the point of the 
instrument is only seen to catch on the fold in t|uestion 
if the point is borne steadily against the under surface 
of the urethra. If you will make, gentlemen, two 
dissections, one a front view of the triangular ligament, 
carefully removing all the parts around it, except the 
urethra, the other being a side view of the pelvis, you 
will more readily learn liow to pass instruments into 
the bladder, and to note the obstmctiona, than by any 
other means. 

If a straight instrument is to be passed into the 
bladder, the horizontal position of the pubes is to be 
remembered, and the attachment of the urethra to it 
through the triangular ligament, for the extent of its 
bulbous portion. By raising and gently stretching the 
penis, the urethra may be brought into a straight 
although an inclined line, commencing at the orifice, 
but not going on to the bladder. On the contrary, it 
jtasses through the membranous part of the urethra 
oa\^, aad termiaates at that part which i» embraced 
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by the transverse portion of the prostate, against which, 
even if it escapes the other obstacles before alluded to, 
it is sure to strike. In a healthy urethra, by with- 
drawing the point a little, by letting the penis loose, 
and by a dexterous lowering of the handle, the attach- 
ment of the upper surface of the urethra to the 
triangular ligament being thus made the fulcrum, the 
point is tilted over the anterior edge of the prostate, 
and then passes readily into the bladder. It is 
sometimes however necesscuy to introduce a finger 
into the rectum to effect this object. When a straight 
sound is passed, the patient should be laid on his 
back^ with his legs drawn up, and his body a little 
bent forwards, to favour the formation of an inclined 
plane of the urethra. The rectum should be previously 
emptied, that the prostatic portion of the urethra may 
not be elevated. 

When the patient has an enlarged prostate, and the 
urethra behind the triangular ligament is lengthened, 
as well as altered in its direction, the catheter should 
have a different shape from the common one. It ought 
to be fourteen inches long, a No. 12 in size, quite 
round at the point, with small round holes at the sides 
of the end, and with a large curve. It should be 
passed down to the obstacle for the purpose of ascer- 
taining the distance only. This being done it is to be 
withdrawn a little, and as the patient lies on his back, 
with his legs drawn up, the shoulders being a little 
supported, the point is to be hooked beneath the 
pttbes, the shaft of the instrument making a right 
angle with the body; the surgeon now makes his 
calculation, not as to how many inches, but as to the 
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exact situation of the pnint uf )iis irisitniinent, which 
should be just entering the lucmbninoue part, and 
yet be past the triau^lar ligament, and so far clear of 
the bone, although hoolted against it, that it will on 
depressing the handle of the catheter, carry the upper 
surface of urethra as near as may be against the inner 
surface of the pubes, and by thia mauccuvre ride over 
the enlarged portion of the prostate, which we will say, 
generally speaking, does not surround the upper part 
of the urethra, and therefore admits of ihia being done. 
To do this, the concave, or uppersurface of the catheter, 
must be firmly applied to the under surface of the 
pubes, from which position it slips upwards, or towards 
the wall of the abdomen, as the handle is depressed. 
If the point be allowed to advance, by quitting the 
pubes, it will only get into the bladder by passing 
through the substance of the prostate, which sometimes 
happens, and does less mischief than might be supposed, 
as it is frequently only discovered after death. This 
act of depressing the handle must he steadily done, 
it also requires some little force and more dexterity, 
and will not always succeed on the first attempts. 
The patient and the surgeon have both a great stake 
at issue, for if it does not succeed, and a gum-elastic 
catheter is not more successful, the bladder must be 
opened, either above or below the pubes. So much 
for the present, gentlemen, of solid instruments; let 
me beg of you never to miss an opportunity of passing 
tliem ; it is practice only can give dexterity. 
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I covciiUjoJBP my last observations on the use of ttu^ 
frostate catheter by showing you the instrument; but 
you must recollect, that it is only particularly service*- 
able in those cai^s of enlarged prostate which are 
dislanctly weU marked, and occur in elderly men* The 
fibapo is in ^very respect like that recommended by 
Sir Astley Cooper, of whose prostate catheter it is a 
model. In those derang^uents of the prostatic part 
of the urethra, and of the neck of the bladder, which 
axe frequently met with in younger persons, an 
ioAtrument with a different curve is preferable and 
passes much more easily. It will indeed pass often 
with ease when the prostate catheter will pot. I caU 
it No. 2, pro^te catheter, to distinguish it from the 
<)tber which is No. 1. It is shorter and straighten 
wititi an inclination to curve at its extremity^ rather 
jtban actually curving Uku the other. It has a smaU 
wooden handle with two eyes, in order that it may be 
tied in readily if necessary* and it is strengthened by 
a ^tillet of what is caUed flexible but stiff metal by t}ie 
im^mueD.t makers^ h^-y'mg a ring at the end, by whieb 
i|t ipay be ^ more raadily withdrawn. Tbif particular 
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curvature 1 obtained after many trials with a flexible 
metallic instrument, and I believe it to be the best. 
The instrument I now show you is the third kind I 
commonly use. It is merely a solid iron sound polished, 
of a particular curvature, having a small wooden handle, 
the last inch and a half towards the point being gra- 
dually diminished in size, so that if the shaft of the 
instrument be as ten, the point shall be eight. You 
should however have others of the same size throughout, 
and I have them on the contrary made a little bulbous, 
'an inch or two from the point, for particular use. 
This third kind of instrument should be plated, or gilt 
if you please for dandy gentlemen, which prevents 
their getting rusty ; they also look prettier, and a man 
submits much more readily to the use of a silver 
instrument than he will to a piece of cold steel, how- 
ever well polished. There is a great deal in imagina- 
tion in this world, and if after having passed a silver 
sound some twenty or thirty times for a patient, you 
6nish your proceeding with a gold one, I assure you 
he does not forget it. I do not happen to have a gold 
one myselfj but I think I must get one, for gold for 
gold 13 but reasonable. 

Aninstrumentof this shape passes through a healthy 
urethra without stop or stay. It meets with no obstacle 
when managed by a surgeon conversant with the attach- 
ments of this canal, and it passes so easily and with so 
little pain and inconvenience, that the patient scarcely 
believes it has been introduced when it has been with- 
drawn. A well-oiled instrument of a proper temper- 
ature a size or two less than the orifice of the urethra, 
will pass through it to the astonishment of the patient. 
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when a small soft and pointed wax bougie will catch 
on something at every inch. A gentleman, who had 
been using small bougies of this kind by himself, came 
up to me from the country, declaring he had an 
impassable stricture, which rendered him miserable, 
for although he could make a tolerable stream of water 
he never could pass the smallest bougie in his 
possession, and he had great fears for the result. 
Finding that he could make a fair stream of water, I 
selected a No. 8 ; it went with ease : I then took a 12, 
it went as easily : a 14 followed as readily* The 
ge&tleman declared it was done by magic, whereas it 
was merely done by virtue of an instniment of a proper 
shape and size. 

The two prostate catheters should also be made of a 
soft metal, which is I believe called pure tin by the 
instrument makers. It was formerly a patent compo- 
sition or something like it, and bougies were made of 
it for common use ; but I disapprove very much of the 
construction of small and pointed instruments of any 
kind of flexible metal, for they are not only apt to 
break but to bend, and deceive the surgeon or person 
who is using them, by inducing him to believe they 
are passing on when they are only bending. I am 
quite sure that the greater part of the false passages, 
which have been made in the urethra, were made by 
metallic or flexible bougies, and I look upon them as 
very dangerous instruments : a surgeon always knows 
what he is about with a solid one, he never knows ex- 
actly what he is doing with a flexible one, if any 
pressure be required with it. When it becomes 
necessiary to keep a prostate catheter in the bladder 
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for Beveral days, it ought tu be made of BeriUe 
metal, which lies in it with much more comfort to the 
patient ; for it takes on the form of the parts and ac- 
commodates itself lo them in a manner a silver catheter 
cannot do, whilst the handle may also be bent down out 
of the way, instead of standing directly out and striking 
tgainst every thing, as a silver one necessarily must do. 
A metallic flexible prostate catheter will not however 
pass like a silver one, its flexibility prevents its point 
being duly acted upon by the motion of the handle ; 
and in all cases of difficulty the silver one should be 
passed first, and allowed to remain for twenty-^onr 
hours, when the metallic one will generally follow, the 
obstacle having been in some degree removed or 
flattened, which allowe the flexible instrument to rise 
or ride over it. 

There is a great difference in the manner of naing a 
metallic or flexible bougie, or even a common wax one, 
and a solid sound. I have already shown the way in 
which this latter is to be managed, and have drawn 
your attention to the fuct of its point mounting, or 
riding over an obstacle, by the motion which is giv«Q 
to its handle. It is in consequence of this that it sut- 
mounts or eludes all the obstacles to be met with in 
the canal, and which surgeons have been pleased to call 
natural, but which are really only called forth by the 
nse of an improper instrument. The round point of a 
8oli<i «ound or bougie, is always readily carried along 
at borne against the upper surface of the urethra, the 
point of a flexible instrument will almost always and 
anavoidably be carried along the under surface of the 
arethra ; and as all the parts which can cause obslruc- 
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tioB, except the Ucona magna, are to be found on the 
luider part, it must necessarily meet more readily with 
them ; especially as the passage of the flexible instra- 
nfteat is effected by a steady pressure of the finger and 
thumb, without any but a forward motion being eom- 
iQuniGated to the point. This is the cause of the 
frequent failure of a soft or flexible bougie, winlst a 
solid one will pass with ease ; but you must be made 
aware» that when the curve of the solid b<mgie does 
not correspond with the opening of a stricture, and 
which occurs most frequently in short persons, in whom 
the curYature of the canal is greater for their size than 
in taller persons, a soft wax bougie will often pass 
moeh more readily, and is to be preferred. I. have a 
gentleman at this moment under my care^ who has 
bad a stiicture fodr thirty years, and is a great performer 
wii^h psetaUic bougies; he cannot pass his metal one at 
lUt now that the stricture is narrow, whilst I can pass 
a soft wax one of the same size with ease. This he 
cannot comprehend, and I will not tell himi why. 
Itf ^taUic bougies then I do not use, metallic catheters 
I do lA certain eases, but only in them, relying in mosi 
others on solid instruments, which will not easily 
break, and do not readily deceive as to their motions 
•and the progress they are making. Catheters made 
of caoutchouc are very valuable instruments, both in 
cases of mere retention of urine when it is necessary 
to draw the water off to give relief, and in cases of 
diseased prostate; but as they cannot always be 
passed with an iron stillet, which whilst it preserves 
the form the surgeon may think fit to give them, de- 
prives them of their flexibility ; many surgeons, and 
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particularly Sir E. Home and Mr. Brodie, have recom- 
' mended their being kept for a long time upon the curved 

n Btillet, BO that when taken olf they may m a great 
measure retain that degree of curvature which has been 
found most sucessful in paesiug over a diseased proa- 
tate ; and which curvature can always be increased 
or diminished, and the direction of the point 
altered, by pressure with the point of the finger 
on the rectum or perineum. No. 4 in the accom- 
panying wood-cut is the elastic catheter on the 
stillet, and of that curvature which wilt when the 
stillet is removed bring it to its proper form for use, 
and which it will for a time retain. 

You should have two kinds of wax bougies for use, 
one sofl, BO as to be capable of taking an impression 
with ease, the other made of harder materials, so as to 
take any form you please when slightly warmed, but 
which sdll opposes a good deal of resistance to pressure. 
Catgut and elastic gum bougies and catheters of va- 
rious sizes, will complete your common surgical appa- 
ratus. Of other and more complicated ones we shall 
apeak when we have noticed the remaining part of 
the urethra, and the diseases for which they are espe- 
cially intended. 
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Flf^ure 1. Prostate Catheter, No 1. 

Figure 2. Prostate Catheter, No. 2. 

Figure 3. Common JSoliJ Souiivi, o. Cv,.tLv?tcr, Xo. 3. 

Figure 4. Elastic Catheter, or its Stillet, No. 4. 
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What is the urethra? This question, I presome, 
you all think you can answer without a moment's 
hesitation. It is, however, a most difficult one, 
which I cannot solve without some circumlocution. 
Is it the canal itself through which the urine 
passes? Upon that point you will say there is no 
douht ; but is it not also the wall which bounds and 
forms the canal ? Is not the word used surgically in 
that sense ? You will admit this also without hesita- 
tion ; and now then gentlemen, will any of you tell me 
of what the wall, or substance which forms the tube is 
composed ? Be pleased to read over the last twenty 
authors who have written on the subject, and you wfli 
not find two of them quite agreeing in opinion ; some 
say it is one thing, some another, and others shirk the 
inquiry altogether ; yet it is a very important one with 
relation to the means to be adopted for the cure of some 
of the diseases which a£Pect it. It is admitted by all 
parties, that the inner lining is cuticular, and covering 
a mucous membrane, which is also elastic, and endowed 
with great and peculiar sensibility. But some, with 
Mr. Hunter, Sir E. Home, and Mr. Wilson, suppose 
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tbU to be a muscular coat also, composed of muscular 
fibres, so small as scarcely to be detected by the 
microscope^ and united to each other by mucus instead 
of tendons, a state which may exist, but which I do 
not comprehend. Others again consider these muscular 
striae to be merely a vascular arrangement, (mt to be the 
elastic fibres of the membrane itself. All parties how- 
ever appear to me to consider the wall of the canal 
to be similarly composed in its whole length, which I 
apprehend to be a source of error, there being three 
great divisions, very differently circumstanced as to 
structure with relation to the surrounding parts. These 
three divisions are the prostatic, the membranous, and 
the bulbous and spongy parts of the canal. The two 
first I have described ; and your attention will at once 
be drawn most forcibly to the great difference which 
exists between them, when I state to you a fact which 
is acknowledged by almost all surgeons of experience, 
namely^ that the prostatic and membranous parts are 
not usually the seat of stricture, which is confined to 
the anterior part of the urethra, or that portion which 
is co-existing with, and anterior to the triangular 
ligament, and is called the bulbous and spongy part. 
The membranous part of the urethra is so called I 
believe, because it may by dissection be readily reduced 
to its internal membrane alone* I have demonstrated 
to you a peculiar muscle which surrounds it, which I 
have no doubt compresses and closes it so as to act as 
asphincter« the true nature of which had been overlooked ; 
but the contraction of this muscle which surrounds 
this part of the urethra in so evident and perfect a 
manner does not often give rise to permanent stricture. 
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It may compress any thing introduced into the canal 
and flatten it ; it may render the canal impervious 
when strongly excited, but it does not remain per- 
manently contracted or give rise to continued 
stricture or obstruction. The urethra at this part, 
membranous as I have described it to be, and capable 
of being reduci^d to a single layer of mucous tissue, 
is not applied in this state to the inside of the 
muscle. There is a quantity of condensed cellular and 
fibrous litructuru between them, so that the wall of the 
canal is not only here composed of a cuticular, a mu- 
coui^, and a vascular layer, but of an external covering 
of fibro-cellular structure, something resembling the 
coat of an artery, and by which it is connected to the 
sphincter or compressor muscle. It passes through 
the triangular ligament in this state to meet the 
bulbous portion of the urethra, and it is rarely, except 
when it meets with this, or is surrounded by the corpus 
spongiosum, that strictures are found in disease ; unless 
they are of long standing, have given rise to much 
external mischief, and have been propagated by 
repeated attacks of inflammation in a contiguous 
structure. It appears therefore a reasonable deduction, 
that it is in consequence of something which is added 
rather than on account of something which is taken 
away, that this propensity to disease takes place. 

I have described to you with some precision the 
origin and attachments of the accelerator urinae muscle, 
and particularly that part of it which surrounds the 
urethra immediately anterior to the triangular ligament; 
and as this part of the urethra is commonly the seat 
of permanent stricture, an irregular action of this 
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muscle is supposed to have much to do with its forma- 
tion. If stricture existed only at this part, the infer- 
ence would be a just one ; but stricture often takes 
place at the orifice of the urethra, and for two^inches 
backwards, to which parts no fibres of this muscle 
extend ; and the membranous portion of the urethra, 
which is surrounded by a muscle acting as a sphincter, 
and whose description I have given at length, is sup- 
posed by most persons to be free from this disease 
in the greater part of its extent. If then the part 
posterior to the accelerator is free from stricture, 
although more intimately and closely connected to and 
surrounded by a stronger muscle than the accelerator, 
when compared with the space it covers ; whilst the 
very anterior part which has no muscle at all is affected 
by stricture, I think it must' be admitted, that the 
action of the accelerator muscle cannot be the cause of 
stricture in the intermediate part. In the horse, the 
accelerator muscle surrounds the whole of the urethra 
anterior to the pubes, nearly up to its orifice, and its 
action is assisted by the two retractor muscles which 
lie upon it ; but in man the accelerator does not continue 
along the under part of the urethra to near its extremity. 
Now if the horse had stricture at this part, and the 
man had not, then it might be fairly attributed to^the 
action of this muscle ; but as this is not the case, the 
undue action of the accelerator urinae, or ejaculator 
seminis, as it is also called, can only be supposed to 
keep up and increase the mischief, when the parts 
within are inflamed or irritable j but it cannot alone 
give rise to permanent disease. 

The whole anterior portion of the urethra, or that 
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part in which stricture ia usually situated, is stirroimded 

by the corpus spon^osuin ; and it is to It that I am 

disposed to attribute the principal share in the fonm^ 

tioo of the worst kinds of permanent Btricture, and the 

great difficulty which is experienced in effecting a 

perfect or radical cure. When (he membranooa 

j portion of the urethra, patises through the triangular 

ligament it preserves its dbro-cellular exterior, and more 

particularly at the upper part to which the bulb of the 

corpus upoDgiosum is not applied ; but when the 

corpus spongiosum does surround the urethra, tbia 

L external fibrous cellular covering leaves the iutemal 

I mucous membrane, and Js attached to, and merges in 

the elastic structure of the internal layer of the erectile 

tissue of the spongy body; to which the mucous 

membrane is so intimately attached as to be separated 

only by sciaping with considerable care ; and thtia 

destroying the shreds of attachment between them, 

which are in sonae places more strongly marked in the 

I general cellular attachment than at others. At the 

part, where the urethra enters the glans, the erectile 

I tissue is thinnest, the urethra is nearer the surface and 

upposed to be wider. Some large follicular gtauda 

I are situated at this part, which is called the foaea 

f.navicularis, and are prone to enlargement, terminating 

[occasionally in the formation of fistulse in the prepuce 

[ of a very troublesome nature, but is not often the seat 

* of stricture. Here are three dissections of these parts, 

illustrating what I have said. The thinness of the 

internal membrane, and its attachments to the elastic 

internal layer of the spongy body, are well ahown in 

each. 
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Hie maimer in which tl» urethra enters the corpus 
spongiosum is also CTident, and the highly vascular 
texture of the bulb and spongy body is also shown by 
injection from the internal pudic artery. It is nearly 
as red as the inside of the stomach of an infant. The 
whole corpus spongiosum, including the bulb, seems 
to be finmed originally in two symmetrical halves or 
parts, and to unite to form one body, much after the 
manner of the corpora cavernosa penis. In some of 
the dissections made by Mr. Taylor, the septum, in the 
centre of the bulb, is well shown, and may be traced 
along the corpus spongiosum; but these parts still 
require a closer investigation. The elasticity of the 
methra whea surrounded by ihe corpus spongiosum, 
IB best shown by introducing a solid sound into it, 
ivhim by taming the point downwards, it may be 
stretched to a considerable extent in every direction* 
This may be done in the living body without giving 
pain, with the exception of the orifice of the urethra, 
which will yield but litde. If the person should have 
an old narrow permanent stricture at the distance of 
three inches from the orifice the experiment is made 
most conclusively, for the urethra stretches at every 
part asaterior to it widi great ease ; but when the solid 
(Sound reaches that point it can penetrate no further, 
the elasticity of the part is lost, the hardened obstacle 
iformed by the stricture is distinctly felt from the 
«i»t8idef and by a little turning downwards of the sound, 
its point can be felt through the external parts pro- 
jecting below the obstacle and carrying the urethra 
hekare it. If a sound just large enough to go through 
a stricture of diis kind is parsed, and the part is 
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examined bctweeo the finger and thumb, the extent 
of the stricture may be easily asceitnined by the hord- 
ness, which in t|iiite peculiar and iliRtiuct frum the 
natural structure of the part either before or behind it. 
If the instrument is withdrawn and the same spot is 
again examined the hardness will be very perceptible, 
when compared with the soft clastic sensation com- 
municated by the spongy body in its natural state. The 
hardness is sometimes like a cord, and occasionally when 
circumscribed, like a small hazel nut. In the erectile 
state this hardened part is not augmented in size, 
although the spongy body is distended before and be- 
hind it ; whilst it remains a stationary hard line or spot, 
connecting the two distended parts together, and nhen 
the stricture is in an irritable state often giving pain. If 
this hard part be cut into, the corpus spongiosum seems 
to have lost its spongy appearance, its erectile texture 
has become consolidated, and resembles rather a solid 
gristly substance than an elastic structure. This kind of 
disease is very apt to form when the urethra is ruptured, 
during the severity of what is termed a chordee. It yields 
to the distending power of the two erectile bodies, and 
the inflamed part which has lost its elasticity is torn ; 
the tear extends into the spongy body itself, blood Hows 
freely from the orifice of the urethra, and the cells of 
the corpus spongiosum around the rupture become 
loaded with it. Inflammation follows, and without 
great care be taken in the treatment, a permanent 
stricture is the result. Old Heister used I believe to 
recommend that when a chordee was troublesome, and 
the part had an undue curvature, it should be cured 
like many other obstinate things by beating it straight. 
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in which operation the urethra was usually raptured, 
when the flow of blood relieved the symptoms for the 
time, to cause perhaps a more permanent eviL 

When the mucous membrane is inflamed, and has 
lost part of its elasticity, it does not always yield as 
readily under distension as some of the interstitial parts 
of the corpus spongiosum ; which when they give way, 
allow the blood to be efiused in the strict sense of the 
word ; and a soft swelling takes place, which is a suffi- 
ciently remarkable although not a very common 
accident. I have just now under my care a young 
gentleman, who has a soft swelling of this kind about 
two inches and a half from the orifice of the urethra, 
and which appeared suddenly. The urethra was 
inflamed at the time, but was not ruptured ; a full- 
sized bougie could and can be readily passed along 
it. It gradually altered its appearance, became less, 
and would I think have gone away altogether, had not 
another gonorrhoea supervened, which by adding new 
symptoms, has rather increased than diminished it, and 
without great care a stricture will possibly be the 
result. In a case which I treated many years ago in 
the York Hospital, the swelling situated in the same 
place was as hard and as circumscribed as if a Barcelona 
nut had been inserted into the under part of the urethra. 
It was quite cartilaginous to the touch, and the man 
made his water almost by drops. T removed this dis- 
ease by the repeated but careful application of the 
argentum nitratum, so that no signs of it remained 
externally, the hardness having gradually diminished 
until it went entirely away. The man, a soldier, was 
to have been discharged, but on leaning over his bed 
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I to fold up the bUaketti one incH'iiiD^, he fell forward 

I Atad. I opened him next day, and found hix heai-t 

diseased. The urethra appeared quite itouud, aiid to 

my great surprise nearly as much so at the part which 

had been affected as any other. I hcid a preparation 

made of it, and it is or ought to he in the museum at 

Chatham. Lest you ehauld go away with the im- 

presaion that a elricture of this kind may always be 

cured by caustic, I must mention to you the case of a 

gentleman who consulted me a short time afterwards. 

He had a similar swelling fiituated at the part where 

the scrotum joins the penis. I was delighted to hare 

the case, and felt assured of a similar termination, but 

no such thing took place ; the swelling and hardoesB 

I n)creased rathei than diminished, and at last I was 

rjpbliged to divide the part from without inwarda to eare 

Pliis life, by giving free passage to bis water. I have 

r'liince had many other cases of a hke nature, all of 

► which have been treated and relieved with vatioue 

^ degrees of success, but none so pre-eminently well as 

the first. You will ask me perhaps, why ? Icanonlysay, 

ritis as difficult to answer you on this point, as it is 

to tell you why in some cases of almost impermeable 

r stricture a permanent cure is effected by simple dilata- 

T tion, whilst in others as nearly alike as possible, the 

r relief obtained is only temporary. It depends on the 

ious shades of distinction between diseases, and OB 

^ the particular extent to which each peculiai- structure 

f ^8 affected. Experience assisted by careful observatioo 

r^ay enable us to select tbe best and least dangerous 

" mode of treatment, but it has not as yet enabled ua to 

. foark all the difitiactione and shades of diffennee 
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between these diseases, which it is necessary we should 
know to arrive at a more perfect knowledge of, their 
treatment. 

In repudiating the opinions which have been enter- 
tained of a muscular structure of the membrane of the 
urethra being the cause of contraction in this part; you 
must not suppose from what I have said, that it is 
entirely attributsible to the elastic structure of the 
corpus spongiosum. I have demonstrated to you, 
contrary to the received opinion of modern surgeons, 
that stricture takes place at the neck of the bladder, at 
the inner end of the urethra, to which part the corpus 
spon^Dsum does not reach by a considerable distance ; 
it cannot therefore, when in this situation, be attributed 
to it; and all that can be admitted is, that the corpus 
spongiosum contributes largely towards rendering a 
contraction more permanent and more difficult of cure. 
I can flatter myself that 1 have told you why a stricture 
may be more obstinate, more permanent, and more 
difficult of cure, where the urethra is surrounded by 
the corpus spongiosum than where it is not so situated ; 
but I cannot flatter myself that 1 have told you why 
those parts of the urethra which are called mem- 
branous and prostatic, are free or nearly so from this 
contraction oi stricture which is so common in every 
other part. If the membrane of the urethra at its 
vesical end, or the very commencement of the bladder 
itself, connected only with cellular structure, or a few 
muscular fibres, can in any cases, howtver few, become 
hard and inelastic, so as to form a bar or stricture ; itis 
quite plain that the very membrane itself must possess 
some properties, the deprivation of which leads to the 
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Tie deprived by a cause exerting an influence of the same 
extent and degree if it were dissimilarly connected. 
For instance, low inflammation at ihe neck of the 
Wa,dder may produce contraction and loss of elasticity 
there, when it cannot do so a few hnes more forward, 
where it is nearly surrounded by the prostate gland ; 
iftnd active inflammation as well as chronic may give 
rise to it in that part of the urethra which is surrounded 
by the corpus spongiosum ; whilst it does not generally 
3o so in the membranous part, which ia enveloped 
only by a fibro-cellular and muscular structure. In 
this statement you will perceive I admit that the 
kembranous part of the urethra does not iisnally 
originate a stricture, but ( do not affirm that it is 
always free from that complaint, or that it is not Com- 
municated to its anterioi* part by continuity of strtic- 
ture and extension of disease. 

The loss of the elasticity of these parts ia to lie 
icconnted for, and my belief is, that it is caused by 
inflammation in all its various shades and stages. 
In this I support the opinions of Sir C. Bell, Mr. Shaw, 
4nd others, against those of Sir E. Home, Mr. Wilson, 
and those authors who have directly or indirectly 
tkken a different view of the question; and attributed 
the contraction to a wrong action of muscular libres 
which have not been satisfactorily shown or proved to 
Axist. The moat remarkable fact on this point I have 
iltated, th. that in the membranous part of the ure- 
thra, which is known to be surrounded by a verj 
powerful compressor muscle, the advocates for muscular 
ilontTtiction admit that permanent contraction does not 
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Uailidly tdke place ; and if it does not take {>lace thefe^ 
it tft alid will be difficBlt to prove why ift sl>ouM oecilf 
from that cause anywhere else. 

. The orethm is scarcely 8elisibt>^ to \\M nattfr^I 6ttmu«>' 
las when in its normid i^tate; but whetif it is affected 
by inflammation or irritation its ^nsibitity is ^o 
greatly augmented and its sympathies are often so 
peculiarly developed, as to excite intense atixiety atifd 
^ufiering. The appearance ef the urethra when the 
«i(nal is slit open varies a little in colout ; during Ufe 
there can be no dottbt of its being of a bright fed, 
which arises from its great vascularity, a fact easily 
ascertained by separating the sides of the orifice. This 
redness gradually diminishes in intensity in the cotirise 
of the urethra, and after death it disappears ; and the 
inside of it is found more ot less of a light yellowish 
ecikmr^ deepened or redder at those parts which itt 
general possess most sensibility when in a state of 
irritation. Thus the bidbous and membranous potticnti?s, 
and partidmlarly the bulbous, are of a reddish colour, 
whilst the prostatic part is of a pale yellow ; yet that 
aad the neck of tli^ bladdier, the coloar of which is 
equally pale, are often most acutely sensible. 

The surfatce of the urethral in a state of health is 
llltmeated by a seieretion of mucHfs si^fficfient to defied 
it from the irritatmi of the urine ^ but n6t so abuHdaiit 
sis to flow from the orifice, tbe edges df which dre 
SQSkTcely Ukore than moist^ unlei^s some iititaiion greater 
than usuad has taken place in the eatial. It is secreted 
in aU probability by tbe wh6le mucous surface, btrt 
ptfticalarly by the various lacunse which are dis* 
tributed throughout ; and #hich seeni t6 petVad^ 
especially the most sensible parts. Those situated in 
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the fossa navicularis, about an inch from the orifice, 
are oftea the cause of much inconvenience, both from 
abscess and from increased secretion. The oritice of 
the urethra is not a round opening, but rather resembles 
a mere slit, from the edges being applied to, or in 
contact with each other, a state which is supposed to 
exist throughout when the parts are quiescent. When 
the erectile tissue isdistended, the urethra is elongated, 
the sides are separated from each other, and the ciuial 
becomes more or less enlarged or round. It is only 
fully distended by a continued stream of urine. 

The urethra thus formed is a tolerably strong cnnal, 
and not liable to be perforated by instruments intro- 
duced into it, when they are used with dexterity and 
moderation. Like every other part of the body it is 
liable to abuse, and there is nothing which may not be 
done to it by ignorant and violent men. Of the various 
parts of it, the membranous portion has usually been 
supposed to be moat easily and most frequently torn ; 
I am convinced, however, from repeated dissections, 
that this is not the case ; that false passages usually 
begin in the bulbous portion, and pass by the side or 
under the membranous part towards or into the blad- 
der; or they begin at the termination of the membra- 
nous part, and pass through the prostate. Mr. Poweil, 
of Great Coram-street, when surgeon to St. Clement's 
workhouse, was so good as to give me a prostate which 
had five openings through it from the membranous 
part of the urethra into the bladder, made at different 
times by the catheter, and which gave little compara- 
tive uneasiness, the person dying at last of an acste 
disease, I believe of the chest. 
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In supporting the opinions of Sir C. Bell^ Mr. Shaw, 
and others, with respect to the urethra being elastic, 
in opposition to those maintained by Mr. Hunter, 
Sir E. Home, Mr. Wilson, and those anatomists who 
have considered it to be muscular, I am forced to 
confess my dissatisfaction at the explanation they 
give of the manner in which the various changes 
take place, constituting disease. It appears to me, 
and I admit my great liability to err in understand- 
ing the opinions of others, that these changes can- 
not occur from inorganic elasticity only, or the same 
kind of property which is found in Indian rubber ; and 
that it is necessary something should be added, to 
enable us clearly to understand the subject matter 
before us. I am led therefore to make a distinction 
between the common elasticity residing in a spring, 
or in Indian rubber, and the vital elasticity which 
exists in all the elastic parts of the human body, and 
by means of which the various changes that take place 
may be more easily comprehended. The first principal 
change to be noticed, and which bears particularly on 
this point, is the state of contraction of the canal 
impeding or even preventing the passage of the urine. 
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and which ha» been Jivided into spaKiiinilir and per- 
manenl. 

Mr. Hunter assuming the fiict, that the iirerhra wae 
muscular, supposed that the first derangement leading 
to, or causing contriicti«ik, aroee from a spasiDodtc 
action, producing a degree of contraction beyond the 
natural, and wliich he called a spasm, and the com- 
plaint a spasmodic stricture. 

When the part, thus contracted, became incapable 
of falling back into a state of complete relaxation, and 
the canal remained always narrower at that part, hv 
considered it to be both a permanent and spasmodic 
stiicture. So far permanent that it \*, always narrower 
than the rest of the canal, and so far spasmodic that it 
is liable to contract occasionally in a still greater 
d^ree; and he supposed both the spasmodic and per- 
manent state to be caused by a cootractiun of the 
transverse fibres of the membrane which forms tlie 
canal. 

Sir E. Home, in consequence of the microM:opicaI 
observations of M, Bauer, was led to take geoarally a 
similar, although in some respects a diHerent view of 
the matter. He supposes the uretlirM to be composed 
of two parts ; a fine internal membrane, which is not 
fibrous, but which, when collapsed, is thrown into Lon- 
gitudinal folds, and an external muscular one, cou- 
posed of very short j'ascicuii of longitudinal fibres, 
which appear to be interwoven together uid to be coa- 
nected by their origins and insertions with each other. 
The fasciculi being united to each other by an elgstje 
substance of the consistence of mucus. 

" A spasmodic stricture," he says, *' ig in ce^Jb^y 



ujtke Vrethra. 



87 



a contraction of a small porlinn of the longitudinal 
muscular fibres, while the rest are relaxed; and as this 
may take place eithtr all round, or upon any side, it 
explains what is met with in practice, and which could 
not before be aatisfactorily accounted for ; the mark or 
impression of a stricture sometimes forming a circular 
depression upon the bougie, at otherti only on one 
side. 

" A permanent stricture is that contraction of the 
canal, which takes place in consequence of coagulable 
lymph being exuded between the fasciculi of muscular 
fibres, and upon the internal membrane, in diBerent 
quantities according; to circumstancea." 

Sir Charles Bell, in denying the muscularity of the 
urethra, has however recourse to the agency of the 
neighbouring muscles, in order to explain the nature 
of the obstruction which has taken place, and conaiolecB 
that the spasm is not in the stricture itself, but in the 
muscles surrounding it and th« urethra. 

Since the period at which these gentlemen wrote, a 
change has gradually taken place in the opinions of 
surgeons on these points, if not in their language ; and 
although the words spasm and spasmodic are constantly 
used to express a particular state of parts, they are not 
intended in general to convey a distinct idea of mus- 
cular contraction, with which understanding the sense 
is immediately obvious, but without which it is as con- 
fused as it is indefinite. 

The only case of pure spasmodic action, which haa 
come under my observation, occurred in a gentleman, 
who has come to my house twice, in the course of 
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ieveral years, declaring lie could nut luaku his water, 
and desiring to have the catheter pHBsed, which was 
each time done without the least difficulty. The first 
time he came he wus quite aware of his situation; 
said it arose fiom anxiety of mind relating to family 
affairs, and that the passage of the iuBtrunient would 
immediately and etfectually relieve him. If there was 
any obstacle, and I was by no uieuas certain of there 
being any beyond a hesitation, it was at the commence- 
ment of the membranous part of the urethra, and 
arising, I suppose, from a spasmodic conlraclion of the 
compressor urethne of Mr. Wilsoa, of which I have 
given a detailed description. As this gentleman suf* 
fered no kind of inconvenience at any other lime, I 
am induced to believe, that there was no particular 
irritation in the urethra, and that it was, as the cause 
is unknown, what may be called accidentally spasmodic. 
I have read of a lawyer, a gentleman, but I do not 
recollect where I saw it, who often suffered in this way 
when engaged long in court in a difficult case, and 
who was always relieved in a similar manner; but here 
I should say it is more than probable the individual 
was labouring under some slight permanent irritation 
in the urethra, or that it was at least in an excitable 
state at some one part near the bulb, A healthy man, 
suffering from anxiety and alarm, often feels a desire 
to pass his water, which he cannot at all time^ restrain, 
and it flows whether he will or not; but if he has- 
the power of restraining it for hours, then, indeed, the 
powerful contraction of the compressor urethrse may 
bring on irritation in the part, and spasm of the muscle ; 
but this is the result of its own irregular and long-con- 
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tinued action, inducing inflammatioa and disease, and 
is of exceedingly rare occurrence ; atiil it is not an 
instance of pure spasm, like the case I have related, 
in which the incapability was preceded by no uneasineaa 
until the attempt at micturition was made. 

The more common cases, which are usually considered 
spasmodic, are those of young men, who, when suffering 
from gleet or gouorrhoBa imperfectly or only partially 
cured, are tempted to commit an excess in wine or 
punch. After sitting some time, they feel a desire to 
make water, which they repress, or perhaps indulge 
with some difficulty, but which increases, and is soon 
found to be irrelievabie without assistance. The 
greater the effort, the more determined the straining, 
the greater the agony, and the sufferer, with despair 
depicted in his countenance, entreats relief. According 
to the received rules of surgery, the proper practice in 
such ca^es is, to relieve, first, the spasm by sending 
him to bed, by fomenting the parts with hot anodyne 
fluids, and by giving him a dose of the pulv. ipeca- 
cuanhEe comp., under the influence of which, in the 
coarse of a few hours of misery, it is not improbable 
bat the urine may begin to flow. You then purge 
him with salts and senna, and it is likely that his urine 
may then flow in a full stream, when the evil subsides 
or entirely goes away. This is the practice you are 
generally called upon to subscribe to, but I always 
declare it to be bad, and never to be followed unless 
you cannot do any thing else. I was taught better 
many years ago by a Scotch friend of mine, a young 
man although an old soldier, who, after a debauch of 
this kind, which lasted half the night, found he could 
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not make water when he awoke in the morning from 
his feverish dreaiiiB. He sent for me, beijging 1 would 
bring a catlieter with me. When 1 arrived, I pro- 
posed a warm bath, ao opiate draugiit, enema, &Cy 
his answer was peremptory enough, — " Damn your 
draughts. Doctor, pass the calheter, I have had it 
' before." As remonstrance was useless, I passed the 
ioBtrument with some little difficulty, and drew off 
bis water, upon which he jumped into bed. say- 
ing,' — " God bless you, Doctor.butdanm your physic." 
In the afternoon when 1 saw him he was nearly free 
from inconvenience. Siace that time I hav^ always 
made it a rule to try and pass a catheter in every case 
of retention of urine. Ifit passes, so much the better; 
if it does not, the patient submits more cheeifuUy to 
tiie longer course of treatment, I presume I need not 
caution you against u^n^ force, which in such cases 
is unnecessary. It is by lightness of hand, and dexterity 
in the use of your inatrum ent, that you gain yoorpoint- 
If yon fail, injectalarge quantity or repeated quantities 
of hot water into the rectum, and when the bowel is 
ciear, and the hot water has acted as a bath to the 
neck, of the bladder, inject into the rectum fiom ^0 
to 60 drops of laudanum in 2 ounces of warm water. 
^is will remain, and by its sedative qualities often gives 
^ectual relief. Leeches, bleeding, the warm bath^ 
Pover's powder, or calomel, James's powder, and opium 
will assist; and by a repetition of these means, even in 
the worst of cases a relaKation or subsidence of irrita- 
tion usually takes place, and the water begins to flow. 
These are called cases of spasm, I call them cases 
of tndaiumKlion, and which induces a want of consent. 
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as Sir C. Bell expresses it, between the muscles ojf the 
parts, so that whea the bladder acts, the muscles siu> 
rounding the urethra will not act by yielding aad 
dilating as they ought to do, but remain, or become 
more permanently contracted; the urine is forced 
against the inflamed and contracted part of the urethra, 
and by its irritation increases the mischief. WheQ the 
water is drawn off the desire to pass it is removed, and 
tbe greatest irritation on the inflamed or irritable pari of 
the urethra is thus taken away. Experience has also long 
pointed out to us, that when the patient can pass his 
water, the complaint is yielding, and the object is to 
get it to flow, and mechanical means in these cases 
will always do more than general ones, although I by 
no means deny their use as auxiliaries. If the case be 
XQore advanced, and the catheter will not pass, or you 
^e at a distance from home and have npt one sm^ 
enough at hand, take a common bougie, and soften 
the point by dipping it into warm water, but which is 
not warm enough to melt the material of wjbich it is 
composed, pass it down to the obstruction, and press 
it steadily, but not painfully so, against it, and let it 
remain for several minutes. It will often be found to 
pass on, or the patient will find on withdrawing it 
that he can pass his water i^ small quantities. The 
mischief here is ar slight degree of inflammation^ 
aggravated by cold or intemperance, but without ^jyy 
p^rii^^ment alteration in the structure of the urethra, 
yet I dp Qpt believe itis caused by ^pasm. Iiet us be 
]yu)re precise. The difference between a spasmodic 
sa^d a p(QnnLai;ieu.t stricture i^ this :-t- The spasmodic is 
i9i^ppQse4 to depend on some o^uscular contraction of a 
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I temporary aatuie Id, or exterior to, tho otiml itself. 
[ The permanent upon some positive alteration of struc- 
[ ttire of the wall of the canal, which thickens, and at 
I the same time deprives it of its capability of being di- 
I Iftted with the same facility and to the same octent 
I OB in a state of health. This alteration of structuie is 
I produced by inflammatioa, although it is difficult to 
account for the various appearances which these 
altered parts assume from it alone. If the theory laid 
down by Mr. Hunter could be maintained, and the 
circular or the longitudinal muscular fibres described 
by Sir E. Home and M. Bauer could be satisfactorily 
demonstrated to be muscular, nothing could be more 
simple than the manner iD which a stricture might be 
formed ; and it is this simplicity which has won the 
belief of HO many surgeons in that which they could 
not see, but which from its appearing so very satisfac- 
tory, they even wished to be the case. A temporary 
or spasmodic contraction of a muscular fibre is a very 
intelligible thing, and that after a time a continuation 
of this state should bring on infiaramation and thicken- 
ing is consistent with out general knowledge ; and it 
is only to be regretted thatitshould not be an established 
fact, that a stricture is formed in this manner. A perma- 
nent stricture, which has offered during life considerable 
resistance to the passage of an instrument, may be 
found after death to have been formed by a mere line 
of irregular thickening, extending only for a third of 
an inch in an oblique direction along the canal. In 
most instances it is more or less circular, generally 
affecting the under rather than the upper part. The 
best case of thi^ kind I ever saw was in a journeyman 



Permanent Strictui 



baker, who came to me many years ago with a atrictare, 
not exactly at the orifice of the urethra, but at so short 
a distance from it, that it could be dtiitinctly seen 
passing across the canal, like a thin fold of membrane. 
The opening for the passage of the urine was on the 
right side, and would not admit the end of a common 
probe, although a small one for the lachrymal duct 
could be passed into it. The temptation to divide this 
waa irreaiatible ; and after having dilated the opening 
a little, 1 cut through the septum, which resembled an 
opaque membrane drawn across the canal, with a blunt- 
pointed iris knife, and removed the disease, which 
appeared to be formed from the inner mucous membrane 
alone. The successful result of this case induced me to 
adopt a similar method of treatment in a stricture of 
the rectum about two inches from the verge of the 
anus, which occurred to me some time afterwards. 
The patient, a gentleman from Jamaica, came to me, 
able to pass only a urethra bougie No. 12, and which 
he had been doing, under the direction of his medical 
attendant, for some time, because a larger one could not 
be introduced. His situation was distressing, and 
demanding almost imperatively that some greater effort 
should be made for his relief. The very point of the 
fore-finger ascertained most distinctly, that the opening 
was in the middle of a septum, extending in every di- 
rection from the circumference, and 1 did not hesitate, 
after several examinations, to introduce a guarded and 
blunt-pointed bistoury through the opening, so that 
the blunt end just passed beyond it. 1 then turned 
the part of the edge near the blunt end, which was 
left unguarded, in four different directions in sucoession. 
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and divided by each cul a small portion of llie septilAt, 
when % bougie of twice the tbriiier size passed tvithoat 
difficulty. I was obliged to repeat this operation twice 
at proper intervals, wh«n the largest-sized rectum 
boogie in common nse passed easily, and the gentleman 
TBtumed to Jamaica cured, although with the direction 
\ Jo use the boogie from tirrK' to time. Thenetwo cases, 
n addition to others less observable or marked, but 
nearly as conclusire, satisfted me that a mucous mem- 
brane was capable of producing a particular septitm- 
like conlrnGtion in its proper canal, without the 
participation of its mttscular or of its elastic coat; 
fior I cannot belierer that the muscular coat of the 
bowel formed a part of thestrictnre in one instance, 
more than the elastic coat of the urethra did in the 
other ; and it cerlaiidy did not appear to be impli- 
OBted in either. Repeated dissections have, however, 
proved to me, that in permanent stricture, the external 
or elastic coat is ahnost always more or less implicated ; 
and that the degree of implication is usually in pro- 
portion to the obstinacy of the stricture. Thus, for 
example, a stricture two inches from the orifice will be 
the moet obstinate and the most difficult of cure, in 
which the corpus spongiosnm is found to be hard and 
unyielding to the touch. It is only to be exceeded in 
obstinacy of resistance and difficulty of cure, when this 
part is smaller and harder than natural, when it has, 
in fact, become impervious, or nearly so, to the blood 
by which in its erectile state it ought to be distended. 
A stricture of this kind, which is without the reach of 
any external muscular fibres, is said to be also spas- 
HVM^catty affected, and thus a permanent stnctnre is 
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Also said to be spasmodic as Well as permanent. I do 
not howevcfr think that spasm, properly speaking, 
had any influence in such cases, and more particularly 
tinl^s mtiscular or contractile fibres of the wall of the 
canal are admitted, A gentleman presents himself 
with a stricture at two, three, four, or more inches in 
the canal, which at the orifice is capable of admitting 
a No. 13 or 14 solid bougie, but the stricture will only 
allow a No. 6 to pass. You dilate this slowly, until 
a No. 10 or 11 will pass easily, when, anxious to have 
bis case completed, your patient presses you to increase 
iJie size, and yielding to his solicitations, or tempted 
by your own desires, you pass over the intermediate 
ttttmb^t, and take the 13 or 14 at once ; yoti will often 
be able to succeed, with little uneasiness at the 
moment, btrt yotir patient, on wanting td make wati^, 
fittds be eatthot do it : he strains, but it coihes only by 
dtop6. The desire increases to inisery, and he sends 
fttt* ydU. Now, what would you do ? Theory teacher, 
f^t him in the warfn bath, give hfm an opiate, bleed 
him if nfefeessary, fot the case is one of inflammation ; 
bttt practidal surgery says, d6 nothing of the kind, 
tetit take a small elastic gtim bougie without a stilet, 
dtid dvaw off the water. Your patient will be ttnioae- 
diatdy relieved, will wish you good night, if he is a 
wide «ian, and go to sleep ; when he Wakes, he will 
iltake' his water without your assiistance ; but if ydu 
tfy tbpass a bcMigie for him some six or eight days 
afteirwards, yoxi will find yourself very mitch where you 
Were when you began, that is, able to introduce Only 
ft No. 6* The part has contracted as itfuch as ever, 
atthou^ ^efhaps it may be xwore readily dilated tfian 
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it waa before. The necessity for great gentlenesH in rII 
these cases cannot be more forcibly exemplified. 

An instance of this kind occurred to me this 
week, in a very particular case. The gentleman, a 
.half-pay officer, had been a patient of mine some 
fifteen years ago, when I cured him of a fistula in 
ano, and of atricturea of the urethra. When we 
parted, I recommended him to pass a bougie from 
time to time to prevent their return. This advice he 
neglected, and some two years ago, finding great 
difficulty in micturition, he applied to a practitioner of 
eminence in the Netherlands, who, after a long con- 
tinued trial, parsed a sound for ten inches, and said it 
was in the bladder; but as the symptoms did not 
diminish, he fixed a gum elastic catheter in the urethra, 
and kept one there, changing it occasionally, for 
fourteen months. The patient did not discover that 
the water did not pass through it, but came by the 
side of it for many months ; and as the symptoms 
still continued unabated, the surgeon took to injecting 
warm water, and at last injected the rectum so full, 
that the patient discharged at once a pint or more per 
anum before his face. He now thought it time to give 
up the catheter, and some months afterwards came to 
London. It was quite clear, after due examination, 
that the catheter had passed behind the prostate, 
although the opening into the rectum had closed. 
The false passage began just anterior to the mem- 
branous part of the urethra, and the natural opening, 
or canal of the urethra, was bo small, and the false 
I .passage so large, that every thing took that road, and 
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mttention and management, that a small gum elastic 
catheter could be got into the bladder. After a few 
days, this was increased in size, and as he was an old 
performer, he got others made to suit himself, and 
went on to No. 14. I now advised him not to increase 
the size, as some urine came through some old tistuls^ 
in perineo, but to pass a smaller silver catheter every 
other day. He suffered no uneasiness from his No. 14, 
and used to walk the streets and dine at his club with 
it in the bladder, and without thinking about it. I 
pointed him out in Piccadilly, to Dr. Fergusson, of 
Windsor, who happened to be in the carriage with me, 
and he would scarcely believe it. One Wednesday 
morning he left out his gum catheter, and on trying 
to pass a silver one on Thursday, he found to his great 
surprise the attempt to do so gave him excessive pain, 
and it would not proceed even for half an inch. He 
came to me directly, saying a horrible spasm had 
seized him. I tried a No. 8, and found it would not 
go half an ioch without great pain, and a smaller 
one was perfectly stopped at three inches, by a 
spot which had heretofore shown little sign of dis- 
ease. 

In these cases there is really no spasm. The 
external elastic structure of the urethra is dilated, 
perhaps beyond what it can bear, and inflammation 
ensues. None however takes place, as long as the 
dilatation is continued ; but as soon as the pressure 
caused by it is removed, inflammation ensues, the 
sensibility becomes greatly augmented, and the part 
contracts by its vital elasticity; by which I under* 
stand something like that property possessed by the 
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middle coat of an artery, a property *ery obterTa M g 
during life, but nhich is lost after death. Tliese cases 
may be called instaQces of spasm aH'ecting permanent 
itrictureH ; but where ihe urethra is really diseased, tnd 
the outer elastic Btructure i^ implicated, it ia not 
absolutely neceBsary to have recouri>e to the idea of 
spasm of any muscular structuie external to it, for an 
explication of the mischiel*. 

That a muscular coat or wall of a canal can exert an 
especial and long-continued inBuence uiion it, 1 have 
had oppoi'tunitieu of seeing ; and in one case in the 
QESopfaaguB, in a very remafkablu manner. The patient, 
a yoiung lady, bad Buftered for years from repeated 
difficulties in swallowing, which at last became poai- 
tive obstructions, preventing the passage of either bo- 
Uds OT Huids for days. The obstruction usually yielded 
almost suddenly, and the lady could then swallow li- 
quids and small masses of food with tolerable ease. A 
good-«ized oesophagus bougie could then be passed with 
little sense of opposition, although the stricture wt» 
distinct, when swallowing was Impossible. It waft 
situated about an inch below the situation of the 
cricoid cartilage, and no bougie could then be forced 
through it, although frequently attempted by several 
very able men. As the complaint continued, the 
impossibility of passing a particle of food became more 
frequent, and lasted for eighteen, twenty, and six and 
twenty days together, so that at last the lady became 
quite exhausted, and died tVom inanition, in the fall 
possession of her senses, and with a Christian resign«- 
tion of so perfect and admirable a nature, that it Wba 
ttapossible to look upon it but with the strongest feel- 
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ings of gratitude to God for his goodnesi. On ex* 
umination I found the oesophagus ext^nally of its 
natural appearance, without the slightest sign of con- 
striction. When slit open, it appeared of its usuai 
thickness, and without any deviation from its ordinary 
state with respect to the appearance of the muscular 
layers ; but on the inside, and adhering firmly to the 
mucous coat, there was a false membrane, the upper 
•dge of which appeared to have been separated, in 
consequence of the repeated application of the bougie^ 
aod a little turned inwards, so as to fill up, in part^ 
tiie canal, through which however any common-sized 
bougie could after death be passed. The mucous 
membrane from this part onward to the stomach, which 
was not allowed to be examined, seemed to have lost 
its normal character, and to have taken on that of a 
serous one on which a false membrane readily forms, 
but which rarely occurs on a mucous one, unless 
some great alteration has previously taken place in it. 
The difficulty which existed at all times, for several 
months, aix«e from this false membrane^ which could 
be peeled off, and resembled chamois leather ; whilst 
the permanent and insurmountable obstacle, which often 
occurred for three weeks at a time, must have arisen in 
part, I conceive, from muscular contraction, although no 
teaee of permanent stricture was observable after deat^^ 
I am led to infer from a due consideration of these 
«Dd many other similar cases, that the ca^sd of the 
oretiira may be perfectly closed for a considerable 
length of tune by a spasmodic contraction of its 
muscular coat of a transitory kind, provided mafiix 
Hmsmilar ooat were beUsiV^ed to exist; but as sl&ch 
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belief is not commonly entertained, I prefer supposing 
that the obstruction takes place from inflammation of 
the internal mucous membrane, which altera its 
attractions and properties, assisted by an undue con- 
traction of the elastic and outer wall of the canal, 
dependent on its vital elasticity or conlractibility. 
I believe this to be the case in all instances except 
those alluded to in the commencement of these obser- 
vations, in which an undue action of tiie compressor 
iirethree muscle alone may have produced the effect. 

When the outer elastic wall is only excited to con- 
tract, but is not thickened, the case ia then one of those 
usually called a spasmodic or dilatable stricture ; when 
the elastic coat is altered in structure, it is then called 
a permanent stricture ; and these may be divided into 
two or more kinds, — those which are completely car- 
able, and those which are not; so that in whatever 
manner the latter are temporarily removed, they are 
prone to return, and will return without care is taken 
to prevent it. 

The slightest perceivable alteration is a mere tbickett- 
ing or condensation of the elastic coat, and constitutes 
the first step or stage between the dilatable stricture or 
the curable permanent, and the incurable one ; the ex- 
tent, great obstinacy, or narrowness of obstruction being 
no proof, although it may be a presumption of the more 
incurable nature of the disease; inasmuch as some of 
the moat permanent cures I have effected, and which 
have stood the test of years, have been made where 
the obstruction was great, and the obstacle nearly 
impassable by the smallest instrument. 

It has been said, that strictures are formed by ex- 
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crescences^ caruncles, or tuberclesi growing from the 
wall of the urethra. I have not seen, after deaths 
any thing of the kind, or any irregularity of this 
nature, beyond small projecting points on spots 
which appeared to be caused by the common inflam- 
matory process. I by no means, however, intend to 
deny the possibility of such growths, because I have 
felt, on several occasions, a sort of soft obstruction, 
which always bled freely until removed, and which 
might have arisen from excrescences of this nature ; 
and more particularly, because I have seen two cases^ 
in each of which an excrescence grew from the side 
of the urethra, about half an inch from the orifice. In 
both cases they resembled four or five granulations, 
adhering to and growing from each other. They were 
cujed with some difficulty by pinching them with 
forceps, and applying caustic to the part from whence 
they grew. These cases would lead to the belief, for 
I know no reason to the contrary, that a similar disease 
may take place in other parts of the canal where it 
cannot be seen. 

The urethra may be generally, although slightly, 
thickened for a certain extent, and the surface of the 
internal membrane changed in its appearance and 
altered in its function, without any positive obstruction 
to the passage of urine ever taking place, and without 
much prospect of a perfect cure being ever effected. 
A gentleman came under my care, sixteen years ago, 
with stricture five inches from the orifice of the 
urethra, through which a solid silver bougie could not 
be passed, although a similar sized soft one could, and 
this peculiarity remained until his death, which took 
place last year. Whenever the canal contracted a little 
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« solid bougie would not fjasii ; whenever it was dilateif, 
80 as to admit a No. 10, it nould then pass, althoTigb 
not so easily. This gentleman died of apoplexy, 
having been in the iiabit of pRssing a bougie twice a 
month or ofteoer, and of ahowint; himself lo me erery 
year, or two years, and I had the opportunity of exa- 
rainingthe urethra. For the extent of an mch the canal 
was altered in colour and apf>earance, beini; yellower 
and rougher than the remaining part, and the wall was 
a little thickened generally, but there was no par- 
ticulai thickening at any one part ; so that the dJaeaae, 
in all probability, arose from inflammation attacking 
Uie urethra for the extent of an inch, and giving rise 
to a similar alteration fur the same distance. The 
sensation communicated on passing a bougie was that 
of its going oTer a rough hardened surface for »ome 
extent, and the dissection proved the fact. The 
difficulty in introducing a solid iound arose Irani the 
length of the inelastic part, and from its being beyond 
five inches, and more firmly attached at and belovr the 
pubes at that part. 

In the generality of stricture cases, the state of part» 
18 exactly the reverse, and the obstruction which may 
have even proved fatal, does not exceed an eighth of 
an inch in thickness. When it is of greater extent, it 
IB usually believed that two or more distant points of 
inflammation have each given rise to contraction, and by 
frequent recurrences have implicated the intermediate 
parts, BO as to cause an ailection of the whole ; and at 
lust, under repeated attacks of irritation, a large hard 
cartilaginous mass of disease is formed, not only of the 
urethra but of the surrounding parts ; in which state it 
is almost mcurable even by the knife. 
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The canal in front of a stricture does not seem to be 
effected by it, as far as regards its permeability or 
elasticity. It remains in its natural state^ unless 
affected by inflammation, although the actual surface 
or anterior part of the stricture itself is often extremely 
irritable, bleeding as well as being very painful on 
the slightest touch. The part posterior to the stric- 
ture is usually supposed to be dilated, and the practice 
of opening the urethra at that part is founded on the 
supposition, which practice cannot always be correct, 
because the supposition is not always well founded. 
When the obstruction has been great and of long stand* 
iiig» the urethra behind the stricture is often found 
very much dilated, but it is not always so ; and tbi^ 
dilatation may take place in every part of the canal* 
It more frequently occurs, or at all events is more 
often observable, when the obstruction is a single one^ 
and in the pendulous portion of the urethra* Jp order 
to give rise to it, th^ obstruction must have been coa- 
siderable, and the coats of the bladder must hf^v^ 
gained in thickness and in power, in proportion as tbi^ 
contractile property of the urethra has been diminished. 
Tb^ bladder, under constant action and ^training, 
tbipken«, dir^inishes in size, becomes irritable and im- 
p^eot of its contents ; whilst the urethra is dilated, 
mi imm^iately behind the stricture becomes mpr^ 
irntable than before it. Little is wanting, in suc^ 
cases, to give rise to complete retention of urine^ 
ulceration ^t the irritably spot, the effusion of urine 
into the surrounding parts^ and the deatl^ of th^ 
[^ent^ unless the science a» well as the ari of surgery 
ar^ brought to bis x^t 
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The symptoms of stricture, tike those of moat 
other diseasee not imraediately affecting life, are 
often an slow in their progress, and as insidious in 
their nature, as they are appalhng in their results. 
They may be divided into several stages, both with 
reference to the age of the patient, and to the nature 
and duration of the complant. When a young mtia 
has suffered from a iong-conlinued gleet, in the 
manner I have already described, he is in ail probability 
first alarmed by a partial retention of urine; from 
having been obliged to make his water on the first 
sense of desire taking place, and which he could not 
restrain for an instant, he finds he cannot now pass 
it except by drops, or with great straining, or perhaps 
not at all. This usually occurs after a debauch, aad 
is generally relieved by the warm bath, or hot fomenta- 
tions to the perineum, and a gentle dose of medicine, 
and the patient is equally aware of the cause and of 
the means of relief. This is the first inflammatory 
stage attended by thickening only of the mucous 
membrane, and admits of the urine being 
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evacuated in what is called a full stream. On this point 
however persons are always deceived ; they never 
doly estimate the size of the stream they formerly made 
or now make, and when they are cured they always 
express their surprise at the difference which has taken 
place, and their astonishment that they should not 
have perceived the alteration. It is only when a great 
change has occurred that the Bufferera are aware of the 
fact. The discharge, which it is probable may be but 
trifling, glues the sides of the orifice of the urethra 
together, and the urine which passes first in the morn- 
ing often comes from this cause in a double or forked 
stream, whilst at others it is quite natural. The desire 
to make it is more frequent, and the patient has to get 
up at night sometimes four or more times, instead of 
sleeping the usual number of hours quite soundly; 
although its evacuation is rarely accompanied by 
pain, unless the prostatic part of the urethra, or 
the neck of the bladder, are particularly affected. 
The more anomalous sensations differ much from each 
other. Some persons feel only generally debilitated, 
others suffer from flying pains in the hip, a sort of 
weight in the pelvis, with uneasiness in the perineum, 
and there is a very marked symptom which frequently 
prevails in more permanent and irritable strictures, viz. 
a pain extending from the perineum down the inside 
of the left thigh, and which occurs very rarely in the 
right, although I know not why it should be so. When 
the derangement has become a permanent stricture, 
the patient is much leas liable to a sudden attack of 
dysnry, or retention of urine, than he was in the mere 
inflammatory stage, but the stream of water has 
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become less, and be is senaible of the more frequeat 
desire to pass it, and that it ia longer in fiowiog, 
although u smaller quantity is made at a time. He ia 
kIso aware that he can repeat the uUempt lu a leas 
space of time than foroierly; for unless the bladder 
has become more than ovdinurily iiritablc, the whole of 
its contenta are not diecharged, but only such quantity 
as relieves the urgency of desire. There is etill a die- 
charge, and it is often this that makes the ButTcrar 
apply for advice, rather than the other symptoms. 
When the disease is more advanced, the urine 6ow* 
only in a veiy small stream, either twisted, fotked, 
double, broken, or passing by drops, and the patient 
is even obliged lo solicit and assist its passage by press- 
ing with his fiDger in the perineum, and at the same 
time elongating the canal, something in the way, as a 
gentleman once said to me, a dairy woman milks a cow. 
When the disease has reached this poiat, the urettua 
may have become dilated behind the stricture, and 
some water remains in the dilated part after the bladder 
has ceased to act, an{l this diibbtes through the 
stricture, keeping the patient wet and uncomfortable, 
end often excoriated. This symptom is experienced 
in a less degree at a much eurlier period, and the 
younger patient often complains of the longer tim« 
he is obliged to occupy than formerly iu getting rid 
of the last drops of water. This inconvenience some- 
times remains when a man is apparently cured, and 
can pass a full-sized bougie with only a slight sensation 
when it goes over the part affected. This some pa- 
tients expressively enough call backwater, and it occurs 
cither from there being a small bank of stri«tare 
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femaining, or from that particular part, in which it 
was situated^ having its natural elasticity impaired, 
or from the dilated part behind not having resumed 
its natural dimensions. It is therefore the last symp- 
tom to be removed, and it is never effectually done 
unless every vestige of disease has disappeaied. The 
straining, which is necessary to expel the urine 
through a very narrow opening, brings into action 
the abdominal muscles, and this often gives rise to 
a rupture, by which the maladies of the unfortu- 
nate patient are augmented, and he is obliged to 
encumber himself with a truss. His miseries are only, 
however, now beginning ; the excessive actions of the 
abdominal muscles lead to a corresponding relaxation 
of the sphincter ani, and the faeces pass in small 
quantities involuntarily during the effort ; the mucous 
membrane of the bowel protrudes, and this protrusion 
tooneror later, combined with bleeding piles, augments 
his distresses, which are even increased from time to 
time by an irritation of the whole of the mucous 
membrane of the bowel, which sympathizes with the 
urethra, and occasionally causes a diarrhcea, that aug- 
ments all his evils to a point almost unbearable, and 
IB often removed as by a charm, by any thing which 
wiU allay the irritability of the stricture. Hitherto we 
have attended to one function only of the urethra ; its 
Mcoad and hardly less important one in middle life, 
shares alike in and adds to its difficulties. In the 
early stages the irritation of the prostatic part of the 
urethra and of the neck of the bladder, with which in 
structure aad function it is inseparably connected, leads 
to the increased desire to make water, and the 
estabUshment of cbinmic inflammation; these re-ac*- 
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on the diseaaed part of the urethra in front, and 
materially augment the mischief. The orifices of the 
prostatic ducts inflame and enJargi?, and the inflamma- 
tion extends to the glandular structure itself, even if it 
has not been sympathetically affected previously ; the 
emission of semen i« attended by excruciating pain, 
and a dull heavy weight refeixed from the perineum to 
the part, with an especial tenderness in the rectum 
when the prostate is touched, mark the progress of the 
evil. The irritable state of the habit is immediately 
augmented, a cold shivering occurs followed by heat ; 
these are repeated and fev«r is fairly established, the se- 
cretion of the liver is principally deranged, and vitiated 
bile is discharged in great quantities ; the fever at last 
gradually diminishes, although it does not entirely 
subside, and assumes more of an intermittent type, but 
not before a greatly augmented discharge of matter 
from the urethra marks the opening of an abscess of 
the prostate into it, or a tumour in the rectum or peri- 
neum indicates its probable evacuation in these direc- 
tions, and which must if necessary be assisted by art. 
The cup of misery is not yet full. The bladder partak- 
ing of disease may either be very much thickened and 
diminished in size, as well as acutely or chronically 
inflamed, or it may be augmented in size without 
being materially thickened. When the disease in the 
urethra has been rapid in its progress and acute in its 
symptoms, the bladder more often partakes of the first 
stale; when the disease causing it has been slow in its 
progress, and situated at the neck of the bladder itself, 
or in the prostatic part of the urethra, it has appeared 
to me to be more often of the second. In either case 
the desire to make water is continual, the irritable state 
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of the neck of the bladder and of the part immediately 
adjacent allow scarcely a moment of rest, and if 
pouches have formed in it, every turn of the restless 
individual renders his desires more urgent, by emptying 
these pouches of their contents. Worn down by his 
sufferings, in the agony of despair he prays to God for 
his dissolution ; and if it has pleased the Almighty to 
weaken his intellectual faculties, as it has been his 
will to afflict his bodily powers, he sometimes becomes 
forgetful of his duties, and seeks in laudanum or other 
narcotics for a temporary solace, which he hopes and 
expects may put an end to his miseries. 

The testes at an early period of prostate irritation 
often partake of disease. This has often been sup- 
posed to depend on sympathy, but I apprehend, and 
am inclined to believe with Mr. Abernethy, that it 
occurs fronf the continuous propagation of irritation 
from the opening of the ejaculatory ducts into this part 
of the urethra. The testes become uneasy, then painful^ 
and a little swelled. In warm climates the irritation 
usually terminates in hydrocele, with a softened and 
enlarged, or sometimes a hardened and enlarged testis. 
In more northern climates, abscess occasionally takes 
place, or chronic induration is sometimes mistaken for 
scirrhus. Some of the most brilliant cures I have been 
thp means of effecting in surgery, have been made in 
cases of this nature. 

When the obstruction to the passage of urine is 
nearly complete, the violent efforts made to discharge 
it bring on ulceration, and some parts yield. The 
bladder has been said to burst, but this is of very rare 
occurrence indeed. I have known the bladder ruptured 
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bj a fall f.om a height when a (quantity of urine wat 
contaioed in it, bat not solely from its own action, or 
froni orer-d intension. Mr. Brodie has alluded in fais 
work to two cases, wbicli occurred in St. George's 
Hoflpital, of this kind ; but tbcse, or otiiers of a simitar 
nature, art only rare exceptions to a general rule, that 
the urethra yields before the bladder ; when the arina 
iR effustd into the surrounding parts, giring a 
temporary relief, to be followed by more fataUyrriptoms, 
unless the science as well as the art of surgery are 
brought to the assistance of the sufferer. The surgeon 
may at this moment prov« a guardian angel, one single 
thrust of a lancet in the proper direction may suffice, 
and the unhappy man, groaning in the utmost agony, 
is at once relieved, and placed in comparative safety ; 
whilst in a fuw minutes more the rupture of the 
urethra, and the extravasation of the urine place him 
in a aituation from which be will never probably be 
extricated, or only after much suffering. The urine i» 
forced into the cellular membrane with ail the power of 
the bladder acting spaamodically ; the instant the 
rupture of the urethra takes place, the patient it 
relieved by the estravasation ; he is sensible that hie 
urine is flowing from his bladder, he hopes he is passing 
it, as the accident usually takes place in a moment of 
great straining and agony, but on looking down, Jie 
perceives with alarm the scrotum and the neighbour- 
ing parts greatly distended. He is however for the 
time relieved, the extraordinary excitement of the 
bladder ceases ; and as the pressure and imtation on 
the posterior part of the stricture ar« partly taken ofi', 
the urine even dribbler through it, exciting hopes 



RujUmre of the Urethra. Ill 

tvhtch are not likely to be realised. The white 
doughy fed of the Bcrotum assures the sargeon of the 
danger of his patient ; he hopes yet by several firee 
incisions to save him; but if he is not called until 
the skin of the scrotum, of the penis, or of the lower 
part of the abdomen, has taken on an erysipelatovs 
blush, he will be, in all human probabiUty, too late. 
The cellular membrane has lost its life, and must 
slough away with its covering skin, under which, aad 
indeed before this process is completed, he sinks and 
dies. Mortification in these cases often rapidly super*- 
venes, black patches appear in different places, the 
febrile symptoms are momentarily augmented only to 
be depressed, and the same symptoms of anxiety and 
distress, which supervene in all other cases of moriifi- 
cation, attend on this. The cessation of pain, the 
extr^Doe exhaustion, the inexpressible anxiety of coonte* 
nance, combined with cleaunessof intellect, mark in 
the most fatal manner the nature of the case ; and the 
patient's expression of his sanguine hope of recovery- 
is only intarrupted by the dim shadows of approaching 
death, which cast a blueness and a film on surrounding 
objects, which he himself observes and complains of, 
and but too ineffectually attempts to remove ; or if his 
poweis have been,more slowly exhausted, he gradually 
sinks into a state of coma, or low muttering delirium, 
anddie8% 

This rapidity in death is not always so grea;t ; the 
ulceration of the urethra may be slower in its progress, 
an abscess forms external to it or to the bladder, the 
contents are then disdiarged, either naturally or arti* 
ficbUy, anda passage through is thus estaUished for 
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the urine, aod several fistules in perinno oi' above the 
pnbea or in the groin are or may be the result. This 
also, in middle aged or elderly persons, or those of bad 
constitutions, is often attended with great danger; a 
high degree of fever supervenes ; cold shiverings mark 
the formation of matter, the pulse beeomeB as cjuick 
as it is small and irritable; the tongue gradually 
assumes a brownish colour, and is dry to the appear- 
ance aa well aa touch ; the countenance changes to a 
dingy yellow, a reddish spot forms on the cheek, and 
if the abscess is not early opened, and relief in this 
way obtained, the patient equally, although less 
rapidly, sinks and dies. lis contents are always dark 
coloured, and unhealthy and fcetid, indicating the 
urinous participation in its contents. 

In some few cases, but which I hope may always Id 
future be obviated, the stricture is never so very com- 
plete but that some urine can find its way through it, and, 
by the great effort and urgent solicitations of the par 
tient, it passes in a small, wiry, spiral, and often uncon- 
□ected stream; it comes more often by drops, or rather 
it dribbles awayi forcing the patient, in better circum- 
stances, to wear a bag to receive it; whilst the poor 
man, on whose clothes it falls, is rendered an object 
of. abhorrence to himself as well as to all around him. 
It is with regret I recal to my recollection the situation 
of an officer, a captain of the navy, whose urethra I 
opened- too late, some years ago, to bring the 
desired relief; and who, by the present improved 
modes of treatment, would, I am persuaded, have been 
saved. His bladder was enlarged, as it usually is in 
these cases, and was never completely emptied, 
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although the urine constantly dribbled away. Affected 
by chronic infiaaimatioa of its mucous membrane, the 
urine was and is always, in these cases, loaded by a 
viscid muco-purulent deposit ; and which, from its long 
retention, has often partly undergone that decomposi- 
tion, which renders it offensive in more than an ordinary 
degree. 

When the irritation is entirely chronic, the thick 
white viscid secretion predominates ; when it is more 
or less acute, the muco-purulent. When chronic from 
time, but acute from sufferings, the quantity of this kind 
of matter discharged is quite surprising. In these casee, 
and in all others of a similar nature, the mischief is not 
confined to the bladder if the disease continues for any 
length of time. The ureters and kidneys become affected, 
and the destruction of the latter takes place in a variety 
of ways. It is usually supposed that these alterations 
of function as well as of structure, begin not from the 
kidney sympathizing with the bladder and urethra, in 
the same manner as the testes have been presumed to 
be affected, but by the exteneion of inflammation from 
the lining membrane of the bladder to that of the 
ureters. Without denying that this may be the case in 
some instances, I am not disposed to believe that it is 
the most frequent or common cause of such disease 
taking place in all. In the generality of them, the 
disease of the kidney is accompanied by more or less 
of dilatation of the ureter ; and, from the views I have 
entertained of the manner in which the urine is admitted 
into the bladder, I suspect that it is the dilating and 
dilated state of the ureter which gives rise to the mis- 
chief in the kidney. In other words, the accruing 
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difficulty to ibe ingreaa of urine into the bladder, whilst 
the kidney coatitiues to secrete it, cauees disteusioa of 
the ureter, pressure on the tubulnr as well as the se- 
creting parts of that organ, and ultimately chronic or 
acute inflammation, ending in absorption of its sub- 
stance, dilatation, abscess, or other lesions of structure 
usually found in these cases. 

If an abscess, under any of these circumstances, 
should lead to a communication between the urethra 
and rectum, the misfortunes of the individual are com- 
plete. The future oflers to him but little prospect of 
health, of comfort, or of happiness ; for although I 
have known some instances of a cure being effected 
under these deplorable circum^taQces, the generality of 
sufferers have had, for the remainder of their lives, to 
bemoan their miserable existence, and to pray for its 
speedy termination. 



On the method of' examining the Urethra. 

When it becomes necessary to examine the urethra 
by the boi^ie, in order to ascertain the nature of the 
disease existing in it, the surgeon should regulate 
his proceedings by the age and the symptoms of the 
patient. If he is a young man, suffering but little, 
and making his water in a tolerable stream, a solid 
silver sound is the best instritmeiit ; because it will 
always pass with much less pain or inconvenience to 
the patient, and is less likely to be interrupted in its 
progress by any.of what are called natural obstacles. 
It should be well oiled, smaller at the point than in the 
shaft, and of u size to pass very readily into the orifice. 
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whatdtet the size of it may be ; it is to be, in fact, noi- 
more than two-thifds of the size of the canal. If the 
urethra is sound, this will meet with no obstacle, give 
no pain, and only cause a feeling of desire to tiiake 
water as it passes through the prostatic part of the? 
passage, accompanied by a sense of faintness, if it has 
been passed for the first time, but which does not always 
occur, and will not recur after two or three trials. If 
it gives rise to soreness or pain, as it passes on, or rather 
over the part particularly affected, although its progresi^ 
is continued without inconvenience, it showed by this 
the portion of the urethra which is suffering from 
chronic inflammation. If the sound stops at the spot, 
instead of passing over it, and only proceeds after d 
little pressure, it indicates a thickening of the mucous 
membrane, and a probable loss of elasticity of its exter- 
nal covering, constituting what is called a dilatable 
stricture. It is not often that a derangement of this 
kind is found after the first six inches and a half, and 
when nofte is discovered in this space, the complaint 
in ia all probability in the prostatic part, or from seveti 
to eight inches, or even nine, as the case toay be. If 
the ittstitrtnent passes without obstruction, but with a 
pain which is often so very severe as to make the 
patient e^cclaim not only of it, but of the desire to make 
water, the disease is in the membranotrs part, and 
may extend by continuity of structure to the neck of 
the bladder ; which will be shown by its irritable state, 
and the urgency of the calls to rise at night i6 evacttftte 
its contents. If the sound is arrested at ei'abotit seven 
inches, and after some difficulty, and on witbdrawiftgif 
and depire^teg the iMmdle, it then passes over an dbi^aele 
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into the bladder, the complaint is in all probability 
an inflammatory swelling of the transverse portion of 
the prostate ; and muBt be treated very gently and 
cautiously, by abstaining from the use of instruments, 
or by using them very rarely, and at long intervals. 
In the former case of prostatic membranous inflamma- 
tion, the solid sound should be laid aside, and the cure 
completed by the small soft bougie, which is to be 
carefully and very gradually increased to the full sizt 
of the orifice. When the obstacle to the passage of the 
instrument exists at the veiy entrance into the bladder, 
nhich is known first by the resistance at from seven 
and a half to eight or even nine inches in different 
persons, and by the peculiar sensation communicated 
by it to the hand as it enters the hollow bladder, the 
elasticity of the neck of this organ is impaired, but not 
irrecoverably so. The patient will in this case not only 
have a frequent desire to pass his urine, but will find it 
Tery difficult to do it ; and even when a No. 12 can be 
passed, he will sometimes be unable to evacuate his 
bladder but by drops, and at last not at all. With 
a narrow Btricture the young man makes a stream, 
however forked, spiral, or small. In this complaint he 
can scarcely make it at all ; and at last cannot do so, 
and must be relieved by the catheter. I have never 
seen this disease in a person under twenty-six years of 
age, and it is more common between thirty-five and 
forty-five ; although, when once formed, it will con- 
tinue through life, unless relieved. 

When a young man has a permanent stricture, the 
sound if small enough passes through it, giving to 
the hand of the surgeon the sensation of going over a 
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ridge ; and it is quite curious to observe how small an 
increase in the size of the instrument will often pre- 
vent its progress under any reasonable pressure. After 
a little time the obstruction becomes greater, and the 
opening narrower, so that the instrument which passed 
on the first trial will not go through after the violence 
offered by the larger one. The face of the permanent 
stricture will in fact not yield; yet if a smaller- 
pointed conical instrument be insinuated into it, it wil' 
then give way by its inner circumference, but not by 
its surface; and a larger instrument will then go 
tbpugh without doing much mischief, if it does no 
good. If the bougie hesitates but afterwards passes, 
on extending the pendulous portion of the urethra 
and thus putting it on the stretch, it has' in all 
probability hitched on a fold ; and if a small-pointed 
instrument is used, and is arrested at a particular 
spot, whilst a larger and rounder-pointed one passes 
over it, the obstacle is moat likely caused by an 
enlai^ed orifice of a folUcle, and which may bleed 
freely, if the pressure of the small bougie be continued. 
If the larger bougie passes over a spot which is exqui- 
sitely painful, and which bleeds, it will often lead to 
the suspicion of an ulcer; and if much blood Sows 
without any obstruction, or there is only a sort of he- 
sitation, a soft fungous growth may have taken place 
from it, such as I have already described. 

When a moderate- si zed bougie will not pass, and the 
diminished stream of urine leaves no doubt of the ex- 
istence of a narrow stricture, a smaller bougie must be 
had recourse to ; and if the obstacle is evidently before 
the curve of the urethra, or five inches and a half, the 
instrument, whether solid or soft, should be straight 
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ffid mu&t be used with a li^ht and gentle band ; t^ 
fvhicb means, and after several trials with the point 
fumed iu difiereat direcUonii. it may perhaps meet with 
tb^ opening of the dtrieture, and pass through. Too 
mucbj however, ebould not be done at one esaay. 
Pressure on the fare of a stricture with any kind of 
bougie, I havB uirt^ady said, does more harm than the 
passage through it of a larger one. In these cases tt 
will be necessary to take an impression of the face of 
the stricture, in order to discover where the opening ia 
situated, by which means the point of the instrument 
^ay be more certainly directed to it- This in accom- 
plished by means of a middle-sized bougie, the point of 
^hich is 6rst softened by dipping it into hot water, or 
by a model bougie, the point of which is made of 
VOfter materials than the shaft. This should then be 
well oiled, and passed down to the stricture, against 
the face of which it is to be gently but steadily 
pressed. If the stricture, although narrow, is not 
tery tough or permanent, it will sometimes yield, and 
the softer bougie goes through, when the point of 
the harder one only bends, twists, or turns back, 
the bougie haTing doubled on itself in the passage. 
If the stricture does not yield, the soft bougie 
does, and is gradually pressed into the sinuosities or 
openings on its surface ; so that after remaining some 
minutes, it is withdrawn with one or more procee»e» 
projecting from the end of it, either acute or obtuse 
as the case may be, and indicating the commencement 
of the true, and sometimes also that of ore or more 
false passages. The experience of the surgeon will now 
be his best guide ; he will remember that this obstacle 
U much more ol'ten below than !ibove, and that u chan- 
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nel in that direction is much more often a false than a 
true one. Messieurs Ducamp, Lallemand> and Phillips, 
recommend for this purpose a model bougie, the end 
of which is particularly soft, by being made of a quan- 
tity of cotton threads drawn through an elastic tube 
hollow at each end. The cotton threads, when they are 
nearly drawn through, and only a small portion pro- 
jects, are to be dipped into a composition composed of 
equal parts of bees' wax, erapl. plumbi or diachylon, 
and cobbler's wax, and are to be rolled in the usual 
way, until the bougie appears smooth, round, and of 
an equal size. The French make this soft part too 
long ; and they are therefore objectionable as imported 
from Paris, inasmuch as they bend moi*e than is ne- 
cessary, and leave a portion of the composition behind 
and in the stricture, giving rise, as Lallemand has 
himself shown, to great inconvenience and even dis- 
tress. This is in some degree avoided, by making the 
cotton thicker, and the soft point altogether shorter*. 
The desired information being gained, and the size of 
the opening ascertained, its passage is to be attempted 
by some duly-selected instrument, of a firmer material, 
of plaster, of catgut, or caoutchouc, which last will be 
without comparison the best, if the obstruction be si- 
tuated at or near the curve. It is not however an easy 
matter to hit the small opening ; and many efforts may 
be made in vain, until at last one better directed or 
more fortunate succeeds. If by a bougie, it should be 
allowed to remain in for an hour ; and if a catheter, it 

* Mr. Ewen, of 106, Jermyn Street, has lately made some 
model bougies which are less liable to ohjection than any I ha?e 
seen, and appear to me to answer welf. 
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ihould be kept in altogether, unless the bladder is pe- 
culiurly irritable j and then it need notl>e carried into 
it, but be firmly fixed sin inch beyond the stricture. 
This method ih not however necessary, and is often so 
inconvenient to the patient's pursuits that it cannot be 
adopted. A solid sound or catheter can only be ased 
Btntight, or with its accustomed curve ; a gum-elastic 
one can be made to take any curve ; and a soft bougie 
may be so managed by bending it a little abont an 
inch from its point, to the right or the left, or other- 
wise, that the shaft may be level with the under 
part of the canal, whilst the point is directed agaiiut 
the upper. 

When an elderly person is to be examined, who is 
known to have had stricture from his youth, there is 
no difTereoce in the mode of proceeding; save that any 
stoppage of a small-sized instrument, although it has 
gone beyond six inches and a half, must be viewed 
with great suspicion, as indicating the possibility of 
chronic enlargement of the prostate, which part should 
then be examined per rectum, and its enlargement, 
if any, ascertained. If this should be the case and 
the stricture admits of it, a large catheter will be 
fbund to pass easily, when properly borne against the 
upper part of the urethra, and its handle duly de- 
pressed, when the curve or stoppage of the smaller one 
will be satisfactorily explained. When the obstacle is 
further on, and at the neck of the bladder, it will be 
easily felt with due examination, and will be equally 
well known by the sudden flow of nrine on its entering 
the bladder, and by the peculiar sensation communi- 
cated to the hand at the moment. 
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If t!he elderly or middle-aged man has attended but 
little to himself, and only knows that he has been some 
time suffering with a derangement about these parts, 
but what he cannot tell, and has no knowledge of any 
disease in earlier life, the surgeon must be cautious, 
even in his examination with a solid catheter, which ia 
yet preferable to a soft bougie. There is, in most cases 
of disease of the prostate, some sympathetic irritation 
at the membranous part of the urethra, which will 
often offer considerable resistance to the passage of an 
instrument of a large size, and lead to the suspicion of 
stricture, after the same manner as irritation there in 
early life gives rise to a dilatable one. If a large ca- 
theter be forcibly used, the urethra will resist ; but, 
unless there really be a stricture of a permanent kind, 
this irritable spot will be readily passed by gentleness 
and judgment in the management of the instrument, 
when the true nature of the complaint will be easily 
discovered. If there should be a permanent stricture, 
which is either unknown to or only suspected by the 
patient, the steady and regutar obstruction to an in- 
strument of a certain moderate size, whilst one a little 
less will readily pass through with the usual sen- 
sation of riding over an obstacle, will demonstrate its 
nature. Strictures in the urfithra are prone to give 
rise to disease about the prostate, if not of the gland 
itself; but still, persons having the true chronic en- 
largement of the prostate are not as commonly affected 
by obstruction in the anterior part of the urethra as 
might be, i priori, supposed. 

The disease being ascertained to be stricture, the 
means of cure are to be selected. They are four in 
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Dumber — by dilatation, by caustic, by dirision, and by 
a combination of all tht!§e methods, aa the particolar cir- 
cumstances of the case may at different times require. 

Oh the Cure o/' Stricture by Dilatation. 
As an impassable stricture cannot be cured bydilata* 
tion until such time as a passage is obtained through 
it sufficient to admit a small bougie, I sbnll for the 
present suppose that passage to exist. A bougie of a 
«ize that will pass without inconvenience, is to be in- 
troduced and allofved to remain for an hour, and if the 
bougie is a little conical, the stricture may not only be 
completely filled by it but moderately dilated. If tfae 
fltiicture be very irritable the soft bougie may be 
grasped and marked by it, and the same thing will 
I 4ccur if the bougie be loo large and too strongly forced 
into it. If the bougie be rather too large at the point 
it will not proceed on meeting with the stricture, 
although sometimes by a gentle pressure for two or 
three minutes, the stricture will gradually yield and 
allow it to go through ; but there is a probability that 
more irritation will follow this mode of proceeding 
than if a small one is first introduced for a quarter 
of an hour, and a larger one then made to take its 
place, which it will almost always readily do. This is 
in fact the priiicifile on which dilatation should be con- 
ducted, and it will always be accomplished more safely 
aod easily for the patient if done in that manner; for a 
larger bougie can always be introduced if it follows a 
small one, than can be got into the bladder without 
«uch a precursor. This is a fact that does not admit 
of a dispute* i never use the bougie as a mere dilat'- 
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ing instniment oftmer than every two dayg, and when 
the urethra is irritable only every three and Boxnetimeft 
four days. Proceeding in this manner the stricture 
gradually yields, and a bougie^ whether made of plaster 
or of silver, and as large as the orifice will permit to 
enter, will at last proceed through the whole passage 
without meeting with any obstacle \ and it ought to be 
repeated at longer intervals until this disposition for 
contraction seems to be removed. Where a stric- 
ture has been a permanent one, the patient should be 
taught the manner of doing it, so that he may use it 
once a week, then once a fortnight, and at last once a 
month, or quarter. In this manner I have made some 
most successful cures, even where the patient at the 
beginning of the treatment could scarcely pass his 
water ; and there can be no doubt of its being the best 
when it is successful, as the inner membrane of the 
urethra is by it restored as nearly as possible to its 
former and natural state, and without any new forma- 
tions; for, although the question of the reproduction 
of mucous membrane has been much agitated, and 
particularly by continental writers, there does not seem 
to be any sufficient reason for beUeving that a re- 
produced part is so perfectly like the original structure 
as to resemble it in every respect^ and particularly in its 
secreting properties. 

It happens, however, most unfortunately, and in too 
^lany instances, that the orifice of the urethra will not 
admit an instrument of a size sufficient to dilate the 
Constricted part to the natural dimensions of the 
fuUQial ; and more unfortunately still, that if the 
office be dilated by division downwaixis, so as to 
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admit a sound as large as the urethra will bear, stilt 
the diseased pari cannot always be sufficiently dilated 
to remove its contracting properties, and the patient 
ftom neglect or otherwise, finds it impossible to keep 
it up; in other words, the disease is not cured, but 
only kept at bay, ready to return in a few weeks, or 
months at most, and to be qnite as dii^tressing as be- 
fore. This method of proceeding will, however, cure a 
great number of persons who cannot be cured by the 
simple passing of the bougie without the division of 
the orifice ; nevertheless, it will not cure all, and many 
persons do not like the operation. It was formerly 
done, as I have already said, by stretching the 
orifice until it yielded, when it was torn generally 
downwards. This was fashionable then, but it is not 
80 now ; and if you are obliged to do it, or think it 
right to do it where the orifice is naturally very 
small or contracted, you should do it with a small 
sharp knife ; and if a short bougie of a full size be 
introduced every morning for a few days, the orifice 
will remain patulous for the future. This practice suc- 
ceeds, because the sides of the orifice possess their 
natural peculiar structure, and the inferior elastic part 
is quite cut through ; but it does not succeed in a similar 
manner when the whole orifice has been eaten away by 
ulceration ; it then contracts in healing almost to the 
smallest possible point, constituting a stricture at this 
part, and giving rise to very serious reflections, which 
bear very forcibly on the different modes of treatment. 
As far as I know from personal observation, or from 
written testimony, this sort of stricture is never cured 
by dilatation, although it may be relieved ; and where 
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a person has such a complaint, he should always carry 
about with him a short silver tube, to be introduced for an 
inch occasionally or whenevei' he wishes lo make water, 
in the same way 1 am told the eunuchs, called black, from 
the extent of mutilation, do in the East. I have never seen 
although I have read of a case of this kind having been 
cured by caustic, but I suspect it was only a temporary 
relief, followed by greater contraction ; and the beat 
means 1 am acquainted with is to divide the orifice 
downwai-ds, and prevent the wound contracting and 
closing during cicatrization by the use of the bougie. 

If you divide the orifice in this manner, and by this 
means are enabled to dilate the urethra to a greater 
extent, it still does not always succeed in effecting a per- 
manent cure ; for although the solid silver sound will 
go through the orifice, it will not proceed along the 
urethra, without giving more pain than many people 
will submit to, and is therefore abandoned, the patient 
either changing his surgeon, or determining on putting 
up with the inconvenience. If this evil does not occur, 
another may; viz. the urethra becomes generally irri' 
table or inflamed, an acute discharge is set up, and 
the bougie cannot be borne at all ; or if this does not 
occur, it soon becomes apparent that this augmented 
dilatation is not sufficient to eftect a permanent cure, 
and that a greater dilatation cannot be borne generally 
by the urethra. Under these circumstances, at- 
tempts have been made to ddate the diseased part 
without dilating the whole, and even by this proceed- 
ing to avoid the preUminary step of dividing the orifice 
to obtain room for the admission of the larger instru- 
ment. My firat attempt in this way was by haying a 
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bulb made about an inch from the end of the inBtru- 
ment, which was sraall at its point, and gradually in- 
creased into a bulb, from -which it again diminished to 
a proper-sized shaft. This gave very much less pain 
than an instrument of the same size throughout, bat I 
was soon satisfied that it was inaufhcient for all cases, 
and that in some a greater dilatation was necessary in 
order to effect a permanent cure, than conid be made 
by this method. I then had an instrument made with 
a bulb which opened by a piece of mechanism within 
it, woriced by a screw in the handle, and 1 thought 1 
must now certainly succeed ; but this rather did too 
much, by producing irritation on the stricture and 
aflFecting the neighbouring parts, as the bladder, and 
ereo the testes, and proving to me that dilatation 
would not cure eveiy kind of stricture. The history of 
the instrument is curions, inasmuch as it is the parent of 
most of those which have been made for various purposes 
comiected with the bladder and urethra, and of many 
of the various improvements in the treatment of stone 
in the bladder which have been since introduced. 
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In order to have a dilating and dilatable bulb, I ap« 
|died to Mr. Weiss, who did not at first see how it was 
to be done; but on my mentioning that I wanted 
something which could be enlarged like Ruspini's ball 
forceps, the application of the proper mechanism 
struck him at once, and he soon made me some ih- 
struments, which, although rude on the first essay (and 
tit^ese I have by me), soon became more efficient and 
polished in their appearance* They were composed of 
three blades, gradually separating by the action of a 
screw which turned in the handle. This same mecha* 
nism he soon after applied to a two-bladed instrument, 
and thua the forceps for removing a stone from the 
bladder made their appearance, and w^e first used 
with great efiect, and were brought into notice by Sir 
Astley Cooper. I thought I had now obtained an in- 
strument which could not fail of fulfilling ail my ex* 
pectations, and was only disappointed by finding it did 
too much. The opportunity of dilating was too tempt- 
ing to be resisted, and the consequence was, that it 
produced irritation in so many cases, and did so much 
mischief^ that I was forced to give it up, and I only 
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DOW use it in some protracted cases in which I wish to 
dilate the neck of the bladder, and that not even of 
late, for the force with which the inBtrunient acta can- 
not be readily estimated. When these hlades act by a 
screw which tiiniH in the handle at six or seven inches 
distance, they dilate, or are readily separated when 
there ia no opposing force ; but when there is any op- 
position, their sepaiatioii is easily prevented, and the 
Bcrew is turned more than would otherwise appear 
necessary before any effect is produced. If it is not 
turned sufficiently nothing is done ; and if it is turned 
' a little too much, mischief is the consequence, and it 
very easily ensues ; so that, although I might wish oc- 
casionally to use it, I soon found that I must give it up 
from prudential, or rather selfish pecuniary motives. 

At this same time I had under my care a little boy, 
who lived in St. Martin's Court, with a stone in bis 
urethra, apparently too large to find its way along the 
passage to the orifice ; and Mr. Weiss made for me 
another instrument of a different kind, which 1 now 
show you, for the purpose of catching and puUing it 
through. It is a model in miniature, or nearly so, of 
the percussor now used for breaking up a stone in the 
bladder ; and with the adoption of the screw in the 
handle, and the teeth in the grasping part, it is nearly 
a model of the latest invention for crushing a stone 
in the bladder, without the alarm which the pre- 
paration by position, 8lc., and the shock of the blow 
give rise to. 

Foiled in having a steel dilating instrument, I was 
much pleased with the idea of one made of softer mate- 
rials, proposed to me by Dr. Amott, which was to be 
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dilated by air or water. When he first showed it to 
me, it was merely a piece of bladder fastened on the 
end of a gum catheter, but which, on attempting to 
ftse, I found would not pass along the urethra. The 
first improvement was the addition of a moveable piece 
of ivory, upon which one end of the bladder was tied, 
and which piece of bone fitted the end of a hollow gum 
elastic bougie, to which the other portion of bladder 
was carefully affixed. This ivory was soon changed 
for metal, and the bladder for the muscular coat of the 
gut of the cat, which is very strong and thin, and as 
this in one trial gave way, and the metal end was left 
in the urethra, the metal was now made to pass the 
whole length of the gum bougie, which was also changed 
for a metal tube. Thus far the improvements were 
made by me, and the instruments were used in my 
room. Dr. Arnott being present. He after this prose- 
cuted his inquiries with his brother^ Mr. Arnott, who 
in 1821 published his observations on the subject^ 
without i^fientioning the share I had taken in the matter. 
It was not worth while noticing then^ nor would it be 
now, if I were not giving the history of the difierent 
attempts I have made to improve this part of surgery ; 
and that Mr. Ducamp^ a French writer, published a 
work in 1825, describing this instrument, and laying 
claim to it as an invention of his own, but to which it 
does not appear to me that he had any right, except 
that the instrument was unknown in France, but 
certainly not in England. As the gut became soft 
and yielded when wet, it became necessary to cover it 
with silk, or other unyielding material, and again 
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vfith a smooth substance. In prosecuting my experi- 
mentSy I soon found that filling it ^ith air was a very 
uncertain business, and used water instead, which 
answered much better. In one case in which I used 
it, the bag slipped from the tube, and caused so much 
difficulty in withdrawing it, that my patient took 
alarm and left me ; and in some others the effect was 
so uncertain, that it did not give the satisfaction I 
could wish. I now rarely use an instrument of this 
kind, either from its often failing, or being so trouble* 
some^ and placing the surgeon so much in the hands 
of the instrument maker, unless he has time and inge- 
nuity to make them himself. I cannot say, however, 
that I think it has had all the justice done to it which 
it merits. In these observations there is however no* 
thing new, I have made them every winter in my sur- 
gical lectures since the period I first used these va- 
rious instruments. 



On the Destruction of Strictures by Caustic. 

It is not my intention to enter into the history of the 
different kinds of caustic which have been employed 
by our predecessors in surgery, or of the methods of 
using them ; you will find them related at length both 
in French and English writers, to whom I refer you. 
I shall confine my remarks to the methods at present 
adopted* 

The caustics now used are two, the potassa fusa and 
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the argentum nitratum : the fii-st has been almost en- 
tirely abandoned with respect to the urethra, and the 
other has fallen into unmerited obloquy aud consequent 
disuse. You must not from this remark suppose that 
i am going to advocate its restoration to practice, for I 
do not intend to do any such thing ; it would not be pru- 
dent to do so, even if it were proper ; for the prejudices 
of mankind have been so greatly and effectually elicited 
upon this point, that they must be gradually allowed 
to subside; they will not admit of being taken by 
storm. Like most other prejudices they have some 
foundation in truth, but it is the abuse of the 
argentum nitratum, and not the use of it, which ha9 
given rise to them. When a surgeon of reputation 
oures a number of patients by a particular remedy or 
remedies, his professional character is gradually, nay, 
sometimes rapidly augmented ; more cases come under 
his observation, and many that are not susceptible of 
cure by the means he employs 4 he is nevertheless 
constrained or nearly so to use them, mischief ensues, 
and alarm is excited ; it soon spreads, is fomented by the 
adversaries of the plan, and a mode of practice, which 
is really successful in many cases, is often abandoned 
from prudential motives. I honestly confess I dare not 
say to a stranger, whatever his case may be, and how- 
ever useful a few applications of the argentum nitratum 
might be, that I mean to use it. I dare not do so uatU 
after a few visits, and we become better ^cquainted^ 
and have more confidence in each other, perhaps only 
after he ^sees that he does not make much progr^s. } 
4lhould lose my patient if I did, who would go to anotb^r^ 
and migh^ be told he had narrowly escap^ the wor9t 
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treatment in tbe world ; an opinion he would not fkJl 
to repeat. Such is the prejudice against it umoDg the 
younger men in London, that when a man says he has 
been cured by it, tbe remark is, bow lucky you were to 
escape; I would not eufier any doctor to burn me for 
all the world. Nevertheless the argentura iiitratum is 
a valuable remedy, when properly and carefully used 
in appropriate cases and not abused. It has been sup- 
posed, 1st, that the argentum nitratum t»kes ofT spasm 
and irritation ; 2d, ihat it can destroy a long and 
narrow stricture ; 3d, that it effects a permanent cure. 
The concurrent testimony of all writers establishes the 
first fact, and it is now almost the only object expected 
to be attained from its use. It is, however, capable of 
doing more when properly and carefully applied ; and 
at some future period, when the prejudice which has 
arisen against its use shall have passed away, it will 
again take its place with other means, as a very effec- 
tive remedy in certain cases of stricture. That it Is 
capable of making a passage for itself, through a long, 
narrow, and impassable stricture, which has become 
hard, gristly, and irregular, through time and repeated 
attacks of inflammation, I do not admit. Tbe attempt 
to do it, under such circumstances, has been frequently 
followed by the occurrence of great inflammation, the 
formation of abscesses, of fistulous openings in the 
perineum, and between the urethra and the rectum; of 
inflammation and abscess of the prostate and of 
the bladder, and of profuse bleedings, which with 
all or many of tlie preceding train of symptoms, 
gradually lead tbe unhappy sufferer to the giute. 
That the cure is more permanent than by other 
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means may in some cases be the fact, but on the whole 
it is doubtful ; and Sir E. Home, the great advocate 
for its use, in ]]is later years and publications, admitted 
the necessity for the occasional passage of a bougie, 
in order to prevent a return of the complaint. Accord- 
ing to bis method, a bougie, the size or nearly so of 
the passage, was to be armed with caustic ; and if one 
of this kind is used, it ought to be armed when the 
bougie is made, and not introduced afterwards. The 
distance from the orifice to the stricture having been 
ascertained and marked upon it, the caustic bougie 
should be oiled or greased, which is the best mode 
when caustic is used. A bougie of the full size, or 
nearly so of the urethra, is first to be passed down 
to the stricture to clear the passage, and after a minute 
or two withdrawn, when the caustic bougie is to be 
passed, and the end or point in which the caustic lies, 
and is barely exposed, is to be pressed against the stric- 
ture for the space of a minute. The first effect is to co- 
agulate the mucous secretion o f the part, forming with it 
a whitish soft substance, which has often been mistaken 
for a slough ; the second is by its stimulus to relieve 
and remove the irritation existing on the surface of the 
stricture, so that the person often feels much easier 
after a slight application, makes water in a fuller 
stream, and is greatly surprised to find that the desire 
he Buffered from to pass it every hour or two has been 
materially relieved. Sometimes however the effect is 
the reverse, and particularly where the application has 
been more severe, or the irritation has been of a nature 
not to be relieved by it. The part becomes more pain- 
ful, the desire to make water greater, whilst the passage 



1S4 



On ihv DettiMclio 



L flf it is alto^ther obetriict^d, or it passes by drops 
I *ith great suffering;, until, by fomentations, opiates, 
I Kc. the increase of irritation and inflummatiun has 
I itibsided. It acts therefore Hometimea like a two- 
I eflgcd tool, !iiid this hns been another reason for its 
[ tfsuse ; but it partukea on this point only of the 
[ jlToperty which all other remedies have of doing the 
[ itune, and tbe fact inculcates the necessity tor the 
I ^atest care and geutlenesa in its use. When 
I file application is steadily continued to the snr- 
ftlce of the stricture for a minute or more, its 
continued effect is thnt of a caustic, viz. the partial 
destruction of the part to which it is applied, and 
this must be thrown off by the iisual processes of in- 
I ftiramation and ulcerative absorption, which separate 
I It from the hving part behind. When the stricture is 
f idight and thin, or narrow, this will in general be 
} effected without much inconvenience ; hut when it is 
I lltick and hard it will not often be done easily, for the 
ibflammation will cause a greater thickening of the part, 
1 told the occurrence of the long train of evils I have al- 
I Inded to, if not prevented by proper means and a speedy 
I fcbandonment of the practice. If, however, the opera- 
tion should be fortunate e:nough to succeed, the separa- 
tion ol the slough in the diseased part is often marked 
by a paroxysm of fever, or the occurrence of an alarm- 
ing hemorrhage. The rigors with which the febrile 
' paroxysmcommencesarestrongly marked, and I am sorry 
I- lo say take place occasionally even before the slough 
separates for the last time. They frequently occur 
after every application, or eveiy one which has been 
m the least severe, and in suoh eases forbid its eon- 
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tinuance. They are dependent on a particular sympa- 
thy which exists between the urethra and the system 
at large^ and will occur as readily from violence as 
from the application of any caustic whatever. I know 
a medical man who had suffered from Walcheren fever, 
and who almost invariably had a paroxysm whenever 
caustic was applied, or a large bougie was used so as 
cause irritation; and the first paroxysm was always 
followed by others at regular intervals, so as to repro- 
duce his Walcheren ague, which was only cured by 
the administration of bark, &c., in the usual way. 
This sometimes takes place in a less marked manner ; 
and whenever the return of an irritation or pain i^ 
periodical and regular, quinine will in general, in com- 
bination with bark and opium, be found the best remedy 
when exhibited between the periods of illness. When 
a paroxysm of fever is about to be produced in conse- 
quence of the irritation caused by the introduction of 
too large a bougie, the desire to pass water is urgent, 
but the patient is incapable of doing it^ and the acces- 
sion of the cold fit shows the course of the affection. 
This will be -best alleviated by a grain of opium and ten 
grains of camphor, but the most efficient remedy is to 
pass a small elastic gum bougie through the stricture and 
fix it in the urethra for a few hours : it takes off the ir- 
ritation^ and often seems almost to arrest the paroxysm 
of fever. It is a practice which should never be neg- 
lected in serious cases, although it is rather in opposi- 
tion to prevailing theories. 

Tb^ hemorrhages from the urethra are caused by 
the sloughs separating and leaving the cells of the 
corpus spongiosum exposed, or by the ulcerative pro- 
cess extending to some smftll vessel, the canal of which 
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ia partially opened. These, it is said, cease of them- 
aelv-es, although not nntil a great loss of blood has 
been frequently sustained, and it has been recom- 
t&ended to let the parts alone. I cannot give you any 
opinion formed from personal experience, as [ have 
never seen one of these bleedings from caustic; but I 
conceive that they should be met and treated hke 
hemorrhages from the same place from other causes, 
which appear to me to be of a wmilar nature. 

The most alarming heinorrbages I have met with 
have been from common causes ; and I will mention to 
you two of them of the naost prominent kind, as they 
4i1eo point out the practice to be pursued in such 
H cases. The first occurred in a gentleman living in 

^B Cockspur Street, who h&d had a catheter passed by a 

^B surgeon of great reputation and ability in the morning, 

^H without either pain or inconvenience. On his return 

^H home he foand there was a considerable oozing of bloo(l, 

^1 which continued during the day, and induced him to 

^H send in the evening for his surgeon, who was unluckily 

^H out of town ; the bleeding increased in the night, and in 

^1 the morning early 1 saw, him. There were several tubs 

^1 of ice and water in the room, all apparently containing 

^H a considerable quantity of blood ; his face was deadly 

^1 pale, the pulse scarcely perceptible; and he said he 

^1 had bled a pailful, which was of course an exaggeration. 

^B The bleeding was arrested in a few minutes by pres- 

^1 sure applied in the proper place (on the perineum), 

^1 and did not return. 

^B The second occurred in the case of a tradesman, 

^K who had passed a common sof. bougie for himself, the 

^H point of which had caught on some small opening, and 

^V it is presumed, had penetrated into it ; he bled for two 
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daya and two nights, when I was desired to see him in 
Paddington Street. I found him kneeling in bed, and 
straining violently to pass his water, but which came 
with great difficulty, as the bladder contained a good 
deal of coagulated blood, which had passed backwards 
into it. ' He was as white as a sheet, and fell back in 
his bed, nearly insensible, almost as soon as I entered 
the room, having, as he said afterwards, passed several 
quarts of what (as it all coagulated) he considered to 
be pure blood. As urine and blood coagulate together 
when out of the body in equal proportions, it is probable 
that only half of it was blood. This bleeding was also 
arrested in a few minutes by pressure and did not return. 
For the purpose of knowing where to make the 
pressure, any light, flat, and narrow, but firm sub- 
stance should be prepared, such as a piece of cork, 
which can always be procured. The patient should 
then force all the coagulated blood out of the urethra ; 
and as the bleeding usually takes place in these cases 
from that part which is anterior to the triangular liga- 
okent, pressure can readily be made upon it externally; 
but as it may be made a little before or behind the 
exact spot, in either of which cases it would be useless, 
the selection of that spot must be well made. This is 
done by beginning as far back as possible, and 
gradually bringing forward the finger by which the 
pressure is made. At a certain point the flow or 
dripping of blood will be arrested, and the precise 
spot from which it comes will be in all probability a 
httle behind where the finger rests, a fact which can 
also be easily ascertained by carrying the finger a 
httle backwards, when the blood will again flow. The 
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bit of cork. 01 pad can now be- duly placed, and tbe 
patient should be desired to make pressure oti it him- 
self, and whicj) lie cfui ofleo mure readtljr do than an 
assistant. 

Whoi the htiujoirtiage conies fiom the prostatic part 
of the urethra or neck of the hl&dder, colrt water, 
rest, and an opi;:ite will suffice to (^top iU provided it 
has been caused by eonie iiccidtsntal eircuiustance, 
and does not arise from disease of a fungonx or malig- 
nant nature, in which cases nothing can prevent its 
return, or even its coDtiouance. 

A gentleman sent for me, having passed a bougie for 
himself, which he was sensible was not only a little 
larger than bis u§ubI size, but that it had also caught 
on some fold at the entrance of the bladder, and had 
passed it with a jerk ; a continued bleeding was the 
consequence, accompanied by an urgent desire to 
make water, but which appeared to be blood, or nearly 
80. The desire soon Letanie more urgent, and the 
difficulty of passing any thing greater, until at last 
complete retention ensued. There appeared to me to 
be two evily; one, retention of urine from having 
passed too large a bougie ; the other, hemorrhage and 
irritation of the neck of the bladder from having 
abraded a spot on its surface ; and which was aug- 
mented by the sympathy which always exists between 
it and any very irritable part of the urethra. In orderto 
relieve the retentioii, 1 passed a small gum eJsstic 
catheter, which drew off a quantity of bloody urine, 
and relieved the irritation and desire existing at the 
neck of tbe bladder, which soon afterwards snb- 
mded. 1 then directed an opiate to be given, and 
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that he should shortly gd to bed, and although some 
blood oozed from the urethra, and he passed dark 
eoloured bloody urine for twenty -four hours afterwards, 
indicating that some blood had found its way into the 
bladder^ the bleeding did not return ; and I attribute 
the subsidence of it very much to the quietude of the 
bladder after the distress had been removed by the 
passing of the catheter. It is not long since you had 
in the hospital a case showing the nature of a hemor- 
rhage of this kind into the bladder, from a blow on 
the urethra, and filling it up so as to create great dis- 
tress. The proper practice to be pursued in such 
cases is to inject the bladder with warm water through 
a catheter with a single large eye on the side and a 
hole at the end, or by a double catheter, by the 
motions of which, in the first instance, the large 
coagulum may be in some degree broken up ; when it 
is more readily dissolved by the water, so as to leave 
the urine quite clear in a few days, provided no more 
blood is poured into it. 

When the hemorrhage does not come on from any 
distinct accidental cause, it may be difficult to ascer- 
tain from whence it comes. An old medical friend of 
mine passes occasionally dark bloody-coloured urine, 
which formerly gave him much alarm, and on account 
of which he has also consulted several gentlemen, emi- 
nent for their knowledge of these diseases. The blood 
was supposed to come from the kidney, and that it 
was really blood was readily shown by coagulating a 
email quantity in the urine by the application of heat, 
and he took many kinds of medicine in consequence 
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withont effect. As some little difficulty seemed to 
exist on the first attempt to evacuate the bladder, and 
as the bleedinfT might arise from the irritation caused 
by a small etone, it became necessary to examine the 
urethra and bladder. Nothing could be made out, 
save a alight difficulty on entering the neck of the 
bladder with the sound No. 12, and which part offered 
a positive obstruction to No, 14, surmountable only by 
a little management of the point of the instrument. 
He has in fact the bar, or dam, 1 have pointed out as 
occasionally forming at this part, independently of any 
disease of the prostate; and as he now finds that his 
unne is clear for many days together, and that he can 
always cause it to be a httle bloody, either by passing 
a large bougie or by a little more than his ordinary 
exercise, he has acceded to my original opinion, that 
the blood comes from some enlarged veins at the neck 
of the bladder. He can now pass No. 14 through it 
with ease, and is much more fi'ee from the passage of 
blood than formerly. He therefore uses the solid 
silver sound once a fortnight, and has nearly aban- 
doned that of internal medicine. I was led to 
believe that the veins of the neck of the bladder 
were enlarged, first from there being obviously some 
derangement of structure as well as of function at the 
part ; and from perceiving that the veins of the nose, 
as well as those of the glans and prepuce were very 
blue and tumid, appearing as if they did not truly 
transmit their blood through them : and it struck me 
that those of the neck of the bladder might be in the 
same state. The sound only did good, or does good. 
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by preventing the increase of the bar, and thereby ren- 
dering an undue action of the bladder unnecessary; 
the part is in fact at rest. 

Hemorrhage from the nepk or other part of the 
bladder may depend upon this simple source, or on 
one that is malignant. In the course of the last 
summer I saw a gentleman, ii^ consultation with 
Dr. Prout, Sir Astley Cooper, and Mr. Brodie^ who 
continually passed great quantities of blood, partly 
mixed with his urine^ and partly coagulated. The 
clots of blood which came away were not, however, 
formed of pure coagulated blood, but were mixed with 
shreds^ and apparently a medullary matter, which left 
little doubt of the hemorrhage proceeding from a fun-^ 
gous tumour of the bladder. He died soon afterwards 
nearly exsanguin^ having returned home despairing of 
relief, and an examination after death proved the cor* 
rectness of our suspicions. I had at the same time in the 
hospital a case of apparently equal danger, but which 
had a happier result. I take the history of it from 
Mr. Foot's case book, being one of those which ob- 
tained for him my prize of five guineas for the best 
selection and history of surgical cases which occurred 
in the hospital during the last year. 

John Warner, SBtat. 42, a brass-founder, was ad- 
mitted into Percy Ward, under Mr. Guthrie, June 
12th, 1833. Resides in Duck-yard, Duck-lane : is a 
man of middle size, and rather muscular ; skin rather 
sallow ; nervous temperament ; has had gonorrhoea 
eleven or twelve times ; has served as a marine twelve 
years, four years in the West Indies and four and a 
half in the East, but was never affected with any 
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of the diseases of the country ; he has suffered from 
bleeding of the bladder at occ^tsional intervals for tea 
years; when it first came on he had a discharge, 
which lie concealed, and for which he was not taking 
any medicine ; he then came on account of the loes of 
blood under thu care of the medical officer of the navy 
at Chatham, by whom he was attended for three or 
foar weeks, and then discharged as incurable. He 
was toid at the time of his dismissal thai he had a 
diseased bladder and stricture. The hsematuria after 
a time left him, and he continued well for six or eight 
years, when a drinking bout brought it on again. He 
was admitted into the hospital for retention of urine, 
which came on also after drinking to excess, to which 
he is mther partial ; this was relieved by passing the 
catheter. Is not married j has not received any injury 
to the spine or abdomen ; does not suffer from pain in 
the back or above the pubes. When the bladder is so 
far distended as to require its evacuation, it causes so 
much pain that if he is asleep it wakes him ; he is \m- 
mediately reUeved hy emptying it, and he cannot 
retain his water long, in consei^uence of the pain it 
gives him, which is chiefiy felt near the freenum pre- 
putii, the evacuation being followed by scalding. The 
hemorrhage has returned only within the last few- 
days, and he considers he loses a pint of blood daily ; 
the fluid, when first evacuated, is of a bright red 
colour, as if it were all fluid blood, but after standing 
a v^ile a separation takes place and the blood coagu- 
lates and falls to the bottom of the vessel. The 
stream of urine has generally been of a good size and 
never. twisted or double. Tongue clean; hovels open; 
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appetite good ; pulse regular, but rather jerking, 86 ; 
sleep disturbed. 

15th. Mr. Guthrie passed a catheter, and said that 
there was a slight stricture in the urethra. He in- 
quired concerning the shape of the clots of blood, and 
being told that they were round, he said that the 
round ones came from the bladder, but that those of a 
vermiform shape often came from the kidneys, or rather 
took the form of the ureter in their descent from it. 
He then ordered an elastic gum catheter, with one eye, 
to be passed and retained, care being taken that it did 
not exceed the commencement of the urethra more 
than one inch, for fear of injuring the coats of the 
bladder, but that it should be passed fiill an inch, lest 
the eye or hole should irritate the neck of the bladder, for 
which reason he said he had them sometimes made with 
a hole at the end only ; a common bladder was to be 
attached to the end of it to serve as an external reser- 
voir, into which the fluid might continually pass, and 
without effort, so as to prevent any accumulation and 
distention of the internal bladder. He was also ordered 
$^. Sulph. alum. gr. iijj. Sulph. magn., 3iij. 
Acidi sulph. dil., gtt. v. Inf. rosse. comp. Jiss. 
Fiat, haustus ter die sumendus. To be kept perfectly 
quiet. 

Mr. White, who saw him afterwards, called his pulse 
the hemorrhagic one. 

19th. Sleeps well, being undisturbed now by the 
notice to empty the bladder, which he used formerly to 
receive. The first night after the instrument was 
passed he could not keep it in, in consequence of the 
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pain it gave him, and he was rather sulky when il 
was replaced ; he did not at first approve of the 
second, or adventitious bladder, which he thus carried 
about nith him; he is, however, now tolerably recon- 
ciled to it, and is convinced that he is improving ; he 
suffers very little pain, and only at the frEenum pre> 
putii ; the stream of water is becoming clearer every 
day ; the presence of the instrument has caused a 
slight discharge from the urethra. Medicines to be 
continued. 

20th. Mr. Guthrie directed the removal of the ex- 
ternal bladder, as it had produced the effect desired ; 
to keep the catheter in and well plugged, its contents 
to be drawn off every hour; a large catheter is to be 
passed, as the urine dribbles away by the side of the 
one ia the urethra. 

22d. Continues improving; his water is clear, and 
he passes it in considerable quantity ; No. 10 catheter 
has been passed into the bladder, 

25th. Says he is getting well fast; can retain his 
urine three or four hours without pain ; bowels kept 
open by medicine. The catheter does not cause any 
annoyance, it is not yet of the full size of the urethra, 
but to be gradually increased in size, so as not to 
induce irritation. Medicine repeated. 

29th. The catheter was altogether removed by order 
of Mr. Guthrie. He can now retain his water for a 
long time (comparatively speaking) without pain or 
inconvenience. 

July 9th. Dismissed «ured. 

1 beheve that as much good was done, in this case, 
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ty keeping the bladder perfectly quiet, and prevent- 
ing as far as possible any action of it, by allowing 
the urine to flow always through the catheter. It 
is a mode of practice I have followed in other cases 
with success ; and if the sulphuric acid and alumen 
had not proved beneficial, I should have substituted 
for them the powder of galls and opium, in imitation 
of Ruspini's styptic, which is supposed to be made of 
these articles, and which I have known to be advan- 
tageously used in these as well as in other internal 
hemorrhages, and particularly from the kidney, and in 
those which occur in females. 

Dissatisfied with the application of caustic to the 
face of a thick and narrow .stricture, I was, fifteen 
years ago, induced to try the effect of its application 
to the internal surface, by introducing it into th« 
Stricture. My attempts did not succeed in so satis- 
factory a manner as I could wish, the caustic rarely 
doing enough to be effective. The method I adopted 
was, to introduce a hollow silver tube into the stric- 
ture, with a single eye, which was placed in a 
narrowed part of the instrument, half an inch from its 
extremity, so that the sort of bulb thus formed, on 
being passed through the stricture, might, by catching 
or drawing it back, bring the hole or slit in the 
narrowed part or neck of it, just opposite the in- 
ternal surface of the stricture. Into the tube a pla- 
tina wire, carrying at a proper distance from its ex- 
tremity a piece of caustic, moulded with a hole in its 
centre for the wire and duly secured, was passed, and 
it looked as if it would act well, but it did not do 
much ; and as I rarely then or do now have recourse 
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to caustic, it Las beea of late altogether disusied. tu 
1825, M. Diicamp, of Pafia, published a method by 
which the argeatum nitratum was to be applied to the 
inside of a stricture aUo, and he was led to betieve 
that he could accomplUh this object, however small 
the opening was, provided it was passable. A model 
of the face of the stricture having been first taken, 
and the opening being ascertained by a portion of the 
modelling composition having entered into it; a hollow 
tube of gum elastic, graduated by inches and hnes, was 
passed down to it, having au opening at the end, and 
these openings were not all made in the centre, but as 
far as could be imagined they corresponded with the 
openings which might take place in the face of a stric> 
ture ; or one was made for each particular case- 
Through this opening a small spoon or curette was 
protruded by a stillet; and as it had been filled with 
argentum nitratum in powder, which was aftevwarfls 
melted by the flame of a candle, he hoped itcould 
then be safely applied to the inside of the stricture. It 
was found, however, to be difficult of application, 
indeed it frequently could not be applied ; the curette, 
with every care that could be taken, would not enter 
the stricture, and the caustic was wasted on the sur- 
rounding parts. 

Lallemand, in order to prevent this evil, made an 
alteration in the instrument, which brings it nearly to 
one of the ancient English ways of using the argentum 
nitratum. It is to introduce the caustic on a stillet 
through a tube or hollow bougie, so that when the 
aimed stillet is duly placed in the tube it louks like a 
commpn boBgie. This is to be iotFodaoed into the 
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'Stricture according to a measurement previously made, 
when, by withdrawing the tube, the stillet being held 
perfectly steady, the end of it, which is defended by a 
«mall button forming the extreme point of the bougie, 
remains, and the caustic, contained in a similar spooH 
or curette to that of Ducamp, is exposed, and ready to 
he turned to any part of the circle which may require 
its application. This mode of proceeding is much 
more simple and easy of executioh, as well as mote 
effective than the other. It is liable, however, to this 
particular objection, that it cannot be used until a 
bougie of the size of No. 3 or 4 can be passed through 
the stricture, the effecting of which constitutes the 
principal difficulty in the cure, whilst all the other 
objections against the use of caustic, except that of 
ixiaking a false passage, remain in full force. 

Lalleknand says he has applied caustic in this 
manner to all parts of the' urethra with success, and in 
one case he particularly specifies as far as the neck 
of the bladder and the prostatic part, at a distance of 
nine inches and a half from the orifice of the urethra, 
which was, however, naturally a long one. The rela- 
lation of this cure, from page 60 to 91 of his work, is 
very interesting, and his subsequent remarks on the 
use of the argentum nitratum in diseases of the pro- 
static part of the urethra are deserving of attention^ 
although the prejudices existing against that remedy in 
this country will not admit of their application, which 
is the less to be regretted, as the object may be at- 
tained by other, aad apparently milder means. 

With reference to the assertion that the use of 
caustic is followed by a more permanent cure than 
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when any other mode of proceeding is adopted, much 
reservation is necessary. When the whole of the 
diseased part is destroyed by it^ and it was not origi- 
nally of much extent, I am inclined to believe that the 
statement is correct ; and that there is less liability for 
a return of the complaint, than when the cure is ac- 
complished by mere dilatation, although this is by no 
means certain. When the disease has been of long 
standing, and of some extent, the superiority claimed 
for the caustic cannot be admitted. I have three gen- 
tlemen now under my care, who had the argentum 
nitratum applied, one forty, one thirty-five, the other 
thirty years ago, by Sir E. Home, and they have had 
it done since, yet they all have now narrow strictures 
at the same place where they then existed. The oc- 
casional use of the bougie after the cure by caustic, ia 
admitted, however, to be indispensable in most caaes^ 
even by its firmest advocates. 
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A STRICTURE is Said to be impassable when an: in- 
strument cannot be passed through it^ although there 
is still a sufficient channel open for the evacuation of 
urine^ which trickles through in an insufficient and 
incomplete manner, gi^i^g ^^^ ^o those symptoms of 
inconvenience and distress which have been already 
enumerated. It is said to be accompanied by retention 
or suppression of urine, when the stricture is so com- 
plete that nothing or only an occasional drop of water 
can be forced out. Under these circumstances different 
methods of treatment may be adopted^ the selec- 
tion or choice depending principally on the degree 
of difficulty experienced in the transmission of the 
urine. 

The terms suppression and retention of urine are com- 
monly and indifferently used to express an incapability 
of making water^ although technically they imply two 
very different states ; suppression being . that in which 
no urine is secreted by the kidneys, retention denoting 
the impossibility of evacuating it from the bladderi^ 
in which it is retained in a compulsory manner. The 
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degree of daDger is not less Jiifereiil, although it is 
urgent in both; but it can be always removed io 
retention by a surgical speration, whilst it ia oftea 
impossible in suppresBion to give relief by any hitherto 
known means. 

It is not my intention to notice those suppressions of 
the secretion of urine which liave been related by 
various authors to have occurred, as it were, spontane- 
ously in individuals of peculiar constitutions ; and ia 
which some compensatory discharge took [jlace from 
one or other of the various surfaces of the body, but 
merely those which are directly connected wJtli the 
present subject. A great operation pei'formed on any 
part of the body, such as an amputation, will often ^ve 
rise to a suppression of urine for twenty-four or move 
hours, but this is usually obviated by opiates md 
diuretics with antispasmodics, in moderate but re- 
pealed doses, although when the patient has died irom 
exhaustion, or the superadded shock of the operation, 
it has never been removed, it may occur from more 
triSing causes. I once laid opeo two fistulce in perineo- 
of small extent, and without much difficulty, or almost 
any hemorrhage. The patient bad made water just 
before the operation, and was seized four hours after, 
with a cold fit attended with shivering, of which be 
thought nothing. It lasted twelve hours, and was 
followed by a hot fit, in which he died in less than 
twenty hours after the little operarion was performed. 
I examined the head, chest, and abdomen, but could 
find nothing to account for his death. There was- ni> 
water in the bladder, nor had he passed any after the 
operation. 
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When the urethra ib pervious the fact of the sup- 
pfession is of course easily ascertained by the catheter, 
and the nature of the case is so far understood ; and, 
a« the bladder may, from paralysis or from over-dis- 
tention, have become incapable of discharging its con- 
tents, the instrument should in all cases be passed, 
in order to verify the fact of there being no urine in 
the bladder. The cause of the suppression must be 
then strictly investigated. If dependent on alarm, it 
must be removed by the means indicated ; if attributa** 
ble to inflammation of the kidney, bleeding and proper 
antiphlogistic means must be adopted ; and if it 
should depend on obstruction, the nature of it must 
if possible be ascertained, or relief cannot be expected. 
As one kidney is sufficient for the purpose of secretiony 
a suppression of the secretion in one kidney, or an 
obstruction in one ureter, will not be a positive cause 
of death, regarding it only as an obstruction ; and I 
am not aware of any means of cure applicable to sup* 
pression from disease on both sides, unless such as 
nature may herself adopt. I have mentioned an in- 
stance in which a cancer of the uterus, extending to 
and surrounding both ureters, led to a suppression of 
the secretion, and death ; but these causes are rare ; 
and the particular ones to which your attention is 
especially required are those connected with the bladder. 
I have said, that when the bladder is forcibly dilated 
by the obstruction of the urethra on the one hand, 
and the secreting power of the kidney on the other, 
the peculiar mechanism at the orifices of the ureters is 
brought into action to prevent mischief, by compres- 
sing the necks of these orifices, and thus preventing, 
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or nearly preveuting the How of urine into it. A i 
pression of the secretion ie the consequence, and thu», 
if a person could survive long enough, he would die of 
the suppression of urine in all such cases giving rise to 
low fever, coma, and death, or to paralysis, or sudden 
death by apoplexy. The urethra, always almost how- 
ever, yields, and the retention as well as the suppression 
is relieved ; but, as Uic urethra doea not yield for many 
hours, and in some cases in which it is not diseased 
and is capable of undergoing a high degree of irritation 
not for two or even thr«e days. Lime is allowed for 
surgery to give relief, if ita art and science are pro- 
perly applied. 

The question of time depends on the previous as 
well as on the present state of disease, and requires 
judgment in consideration as well as decision in execu- 
tion. When the patient has suffered long from dis- 
ease of the urethra with obstruction, and the bladder 
is very much thickened, it cannot dilate so as to hold 
any considerable quantity ; and all tlie most violent 
and distressing symptoms may arise from ten or twelve 
ounces of water as readily as from two or three pints, 
and in twelve or eighteen hours as well as in six-and- 
thirty, or in three days. The size of the bladder being 
but little angmented in this case, ofiers no assistance 
to the judgment : it can scarcely in fact be felt either 
above the pubes or through the rectum^ and it is on 
the agony of pain experienced by the patient, and the 
state of constitution as expressed by his appearance,. 
and the general symptoms, that the practitioner must 
depend as his guide. In such a case the patient will 
rapidly be exhausted, and irreparable mischief will be 
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done to the parts or the constitution, unless relief is 
early obtained by a surgical operation. Judgment in 
discrimination and decision in action are here two most 
valuable qualities in the surgeon ; and as soon as he 
sees that the patient is not likely to be relieved by 
more simple remedies, he ought not to wait until the 
danger is so far augmented that he has not a moment 
to lose, or until great mischief is done, but should 
proceed whilst there is still time, and the system is 
but little impaired by the attack, to do that which 
must be done at a later period, when it may be 
useless. Fifteen and eighteen years ago I was in the 
habit of seeing many more serious cases of this nature 
than at present. The surgery of these parts has been 
greatly improved, and relief is sought for and obtained 
so much sooner than formerly, that the same number 
of bad cases are not now met with. No operation that 
can be performed or attempted can do half the mischief 
that will inevitably follow the rupture of the urethra by 
ulceration and an extravasation of the urine into the 
surrounding parts, whilst it also saves the constitution 
at the moment, and may also be the means of effecting a 
permanent cure, or at least a great alleviation of the evil. 
The question of time, then, must be one founded on 
many observations made by the bedside of the patient. 
I shall say to you, as a guide, as 1 have said to you in 
strangulated hernia, that the operation had better be 
done a little before It is absolutely necessary than a little 
afterwards ; and I beg of you to remember, that these 
cases very rarely occur, except in persons who have 
had strictures for a series of years, and which have 
long been to them a source of great misery and danger. 
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In all other inatancei I may confidently state to jroo, 
as a general role, that operations are never necesMry, 
the symptoms being relievable by more eiinple m«atis. 

In tlie management of common caseg of retention of 
urine, a difference of opinion exista among the best 
Burgeons of the present day; some making a marked 
distinction in the local treatment of those which appear 
to have occurred from the supervention of iaflammation, 
and others not. This relates principally to the use of 
the catheter ; the phlogistic surgeons deprecating its 
use until the intlammatory symptoms have subsided, 
when it no longer appears to be necessary. The other 
party, of which I profess myself to be a great suppor- 
ter, use the catheter as a means of reducing iaflammo- 
tioo, as an antiphlogistic measure. 

If a young man who has been long suffering from 
gonorrhcea, the inflammation of which has extended to 
the back part of the urethra, goes out, and exposes 
himself to cold after drinking acjuantity of champagne, 
punch d la romaine, &tc., he often finds himself unable to 
make more than a few drops of water, or even to make 
a single drop, although the desire to do so is most 
urgent. That the inflammatory affection of the urethra 
has been augmented no one disputes, but many recom- 
mend that in such cases the patient should be bled, 
put into the hot bath, that an enema should be admi- 
nistered, with calomel and opium, inc. Scc, before the 
catheter is used. I hear this continually said by 
men of great experience Jn the profession, and however 
much I may respect their opinions generally, I cannot 
but think they are in error. Relief is at last obtained 
by these means, it is true, but not until after mucii 
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tuiSering; whilst the catheter, when used at once, 
takes o£f the irritation of the bladder, and removes the 
spasm, or irregular action of the muscles surrounding 
the urethra. When the bladder is quieted by the 
evacuation of its contents, the other remedies may be 
more advantageously employed, and will require to be 
carried to a much less extent. The catheter in such a 
case need not be of the very smallest size ; and although 
a giun elastic one is the best, a silver one will often 
answer very well ; and if one is not at hand, a common 
bougie may be passed gently through the urethra, and 
allowed to remain for a few minutes, when the patient 
•hould be desired to make an effort as it is withdraw* 
ing, when the water will be found to flow. 

A tradesman came to me yesterday evening, suffer* 
ing from great irritation in his urethra, with an incapa*- 
bility of passing his urine, except by drops ; he had 
been taking cubebs in large doses, and had exposed 
himself to cold. I advised him to be cupped oa the 
perineum, to take a dose of physic, a hot hip-bath^ and 
to go to bed. He returned to me this morning, saying 
that he could not pass a drop of water, and that he 
was suffering greeit pain, with a sensation of bursting. 
1 inmiediately passed a No. 4 silver catheter ; it went 
ii^to the bladder without the slightest he&itation, and 
drew off two-thirds of a chamberpotful of water. 
What would bleeding or any thing else have done ? 

Suppose that the patient has a stricture, the nature 
of which you are acquainted with ', say that it will 
admit of a No. 4 bougie, that it has been irritated 
by attempts to pass a larger one, or from any other 
cause, and the patient cannot make a drop of water. 
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'■'hie is a caae in which inflaiuiiiHtioii \ns stiperveiwtl 
from violence, and the person wiil be in greal distre»i, 
which will remain undiiiiioishcd lor hours under any 
other treatment than the passage of the catheter, which 
will at once give him relief. A No. 2 or tJ will often 
pass with ease in this kind of ease, although scarcely a 
drop of water can be made. 

When you are unfLcqiinintcd with the state of the 
urethra, and know nothing further than that the urine 
has been evacuated with difficulty, or in a very small 
stream, you will often be loiled in your attempts to get 
into the bladder, and you must then have recourse to 
general means, when it is said you have added 
to the mischief which already existed ; but 1 am not 
satisfied that you have done so if you have proceeded 
with that caution and gentleness which are necessary, 
and which I have so strenuously enforced throughout 
my observations. The patient is also better satisfied, 
and he submits with more patience to the delay and 
misery he must endure, before he can obtain relief, 
whilst, if you succeed, he at once says he is in heaven, 
If the obstruction is in tiae first five inches, or from 
that to 6ve inches and a half, take a veiy small straight 
gum elastic catheter, and try it with, and afterwards 
without, a stillet, bringinfj the urethra well forward as 
you inlToduce it, until it is quite upon the stretch. 
By varying the motion of the two hands the point of 
the bougie may be applied to every part as nearly in 
succession as possible, with the hope that it may find the 
opening. If itshould do so, it passes on to the bladder, 
and the patient is reheved ; but do not withdraw the 
catheter, the smaller it is the greater the necessity for 
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leaving it there. The general symptoms will not be 
increased by it, or if they are, they may be subdued 
by general means. The eyes of the catheter should be 
introduced so far into the bladder that they may not 
irritate its neck ^ and if the bladder itself should be so 
irritable as to render its presence very distressing, it 
may be withdrawn from the bladder, and yet retained 
in the urethra just beyond the stricture, ready to be 
passed onwards if required. This is however rarely 
necessary, for the urine flows readily by the side of it, 
if the catheter is kept through the stricture. In two 
or three days the size of the catheter may be increased, 
and so on until the cure is completed, or the urethra is 
restored at least to its natural dimensions. I once, 
some years ago, introduced a small catheter into the 
bladder of a gentleman in a case of this kind, and 
gave him instantaneous relief, but unfortunately with- 
drew it. The retention of urine did not return, but he 
made his water with great difficulty, and it was three 
months before I could again hit the opening and com- 
mence the cure. The passage of a bougie or catheter 
often however causes all this mischief, as I have 
already stated, and it may then be its own cure by 
being retained in the part. A medical friend of 
mine has had stricture for some years, for which he 
has been treated by caustic in Paris, and by other 
means in other places, without eflFecting a cure: 
latterly the stricture has become very narrow, and 
every touch or application to it of any kind whatsoever 
was sure to bring on a paroxysm of fever or a fit of 
retention of urine, which lasted several hours, so 
that at last he dreaded it being touched in the gentlest 
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tnanner. I assured him that all this evil arose from die 
flrine pasBing over the irritable surface of the sttictare. 
aod that he must keep the catheter in the bladder so as 
to prevent its occurrence. This he did, and as the mslTu- 
ment was of the sinallesl site, the urine soon flowed by 
the side of it ; a larger one was introduced, and in this 
gradual manner the irritability, both of the stricture 
and of the bladder, have been overcomt', and he can 
now pass a No, 8 and his water at all times with ease. 
When the catheter appeared to irritate the bladder, he 
partly withdrew it, and after the first two increases 
of aize, he used only a hollow gum bougie, which went 
just beyond the stricture, in a manner I shall hereafter 
notice. 

When the obstruction is beyond five inches and a 
half, or is at the curve of the urethra, the small gum 
catheter should be also made to take a proper curva^ 
turej and as it is so small that it can have but little 
stability, I usually try it with the wire, which even 
then only gives it a moderate degree of firmness. 
When a larger one is used, and by having been 
retained on a wire for a long time it keeps its curvature, 
it may be used without it, but it does not appear to me 
to be so manageable an instrument, as its point cannot 
be retained so readily against the upper surface of the 
urethra, or directed so ea.aily to any particular part. 
It may however gain, on the other hand, from its 
flexibility, and the snrgeon should have both kinds 
ready for use. If, after several careful and steady 
attempts, the gumcatheterfaila, a small catgut bougie 
may be tried ; if it can be made to stick in the 
stricture, it will soon soften and swell, and dilate the 
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anterior part of it; and as the whole of a stricture 
relaxes on the dilatation of a part, tiie urine may and 
often will flow on the bougie being withdrawn, parti- 
cularly if it be done during an effort to evacuate it, by 
which act it is forced against the back part of the 
obstacle. 

If the catgut bougie fails, a common plaster one 
may be used in a similar manner ; if a catgut is not to 
be obtained, recourse -must be had to the silver ca- 
theter, and the surgeon should be provided with them 
of two or three curvatures different from that I have 
described to one much less bent, for one will often 
proceed when the other will not ; they should have a 
pure tin stillet, and a wooden handle with rings, and 
be about ten inches long. This instrument is to be 
passed slowly and steadily down to the stricture, the 
patient either standing or lying on his back, as may 
be consonant to the usual practice of the surgeon. 
The catheter must not be too large, or it cannot go 
through, and if too small at the point it will easily 
take a wrong direction, and make a false passage, if 
undue force be applied. The point of the instrument, 
when it reaches the stricture, should be pressed against 
it, in order to ascertain the distance ; it should then 
be directed against the lower part of the urethra, and 
then against the upper, with the view of obtaining a 
sufficient estimate of its situation. It should then be 
withdrawn an inch, when the parts being put fully on 
the stretch, it should once more be passed onwards, 
the point being borne against the upper surface of the 
urethra until it reaches the obstacle, into which it 
may perhaps by gentle pressure, be insinuated. The 
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French surgeons have been in tlie habit of using & 
sharp-pointed conical catheter, which they forced 
through the stricture, or something else, and fre- 
quently got into the bladder in this way ; but this 
plan should never be followed. It cannot be doubted 
that some force is necessary, because pressure is 
force, however gently it may be applied, and men 
have different ideas of what is or is not gentleness; 
but a very little practice soon teaches a surgeon what 
is the extent of it, in the shape of pressure, which he 
may use without the risk of tearing the urethra, and the 
sooner he acquires this knowledge the better, because 
beyond that he must not go. This gentle degree of 
pressure must be continued for several minutes, until 
the instrument passes on, or the incapability of ovei'- 
coming the resistance by fair means is obvious. If the 
urethra is torn the mischief is increased, for the instru- 
ment will always take that couree ; but a little bleed- 
ing is not a sign of lacera.tion, for the stricture is very 
vascular as well as sensible, and blood readily flows 
from a veiy moderate examination, even without pres- 
sure. A surgeon cannot tell what another has done 
who has preceded him ; but he must know when the 
urethra has yielded from laceration effected hy his own 
hand. The best directed efforts having failed, the 
patient if a vigorous maji should be bled from the 
arm : he should invariably be cupped on the perineum 
to the utmost quantity that can be obtained, and 
which rarely exceeds twelve ounces ; or a dozen or 
twenty leeches may be applied in relays, so as to keep 
up. a constant drain from it, and which bleeding may 
be encouraged at intervals by the hot hip-bath, or, if 
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the patient wishes rest, by an evaporating bread and 
water poultice. The boweU should be evacuated by a 
large enema of salts, grael, and castor or other oil, 
repeated from time to time if necessary, until the 
rectum becomes perfectly clear. Opium is now to be 
administered; sixty minims or a drachm of tincture of 
opinm are to be put into two, but never more than 
three ounces of gruel, or warm water, and injected into 
the rectum. The quantity is small that it may be re- 
tained, which would not otherwise be done if it were 
larger. Batley's solution of opium or laudanum is also 
to be given by the stomach, twenty minim:j for the first 
dose, and ten for the succeeding ones, every hour or 
two hours, as may appear most proper to effect the 
object of bringing the patiejit quickly under its in- 
fluence. It is contended by some that opium intro- 
duced into the rectum acts more powerfully than when 
taken into the stomach, but it has not been the case 
under my observation, and I always calculate that 
double the quantity is the proper dose, whether it be 
used in the fluid or solid state. When the patient is 
fairly under its influence, and the cure is to terminate 
favourably, the irritabihty of the bladder diminishes, 
the urgency of the calls to make water are neither so 
severe nor are they BO frequent; the patient slumbers 
for a few minutes betwen them, a slate of general re- 
laxation takes place, and a few drops of urine follow 
each other more rapidly than formerly, soon to be suc- 
ceeded by a small but uninterrupted stream ; after which 
the patient dozes or falls asleep, and is only awakened 
to obtain perfect relief by emptying, or nearly empty 
ing the bladder. 
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The effed of the finl at lai^e ptirgabre enetua m 
•ometimtis great ; it bringB on the due eoaaeot be- 
tweeo the p&ru, and often gins me to oomplete relief. 
If It does not quite do bo m once, tiie opuite iajectwn 
geoeraiiy completee it. Pnr^tivcs, therefofp, are 
valoiUile aids, and many persoiu liable to slight 
attacks of letcDtion, have recourse as sooa as tfaey 
begin to feel adifficolty in passing their water, to a strong 
dose of salts, setuia, and maona, and a hot-batfa, which 
BBually gire t)iu required relief. The hot-bath is a 
very great assistance in many cases, and is useful in 
all. I always, honevf^r^ recommend it mach hotter 
than is commonly done, at 100 to 104, or as hot as 
the patient can conTeaiently bear it, and he should 
remain in it until he is quite faint. 

These various means must be continued and re- 
peated, although in vain, until it is obWous that they 
are insufficiont, and that relief must be obtained by 
some otbei and more strictly suipcal proceedings. 
The urine may perhaps drop fix>in the urethra, the 
patient may be able to collect and show half or even a 
whole wine-glass full, the bed-clothes may be wet from 
it ; but this will not do, it is not that sort of evacua- 
tjoa which is absolutely necessary to give relief. The 
kidneys secrete more than is discharged, and are 
willing to secrete still more, if the pressure on them 
which prevents it were taken off. The bladder ia dis- 
tending in spite of this stillicidiuQi, and the rupture of 
the urethra is at hand. The agony which the patient 
etidures is great, the anxiety of countenance is strongly 
marked, the general distress, the great sympathy of 
the whole system are too fearfully expressed to be 
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mistaken. The bladder may be felt rising high above 
the pubes, and descending into the rectum, if it has 
been capable of dilatation, and the surgeon has only 
the choice of his operation left. Four are recom- 
mended by different modem authors : Ist, To punc- 
ture the bladder above the pubes ; 2d, Through the 
rectum : 3d, To open the urethra from without : 4th, 
To divide the stricture by an instrument passed along 
the urethra. 

The operation above the pubes is dangerous, inas- 
much as an extravasation of urine may readily take 
place after it, and lead to the formation of matter and 
other evils of serious magnitude; it should never, 
therefore, be had recourse to in cases of retention of 
urine from stricture. The operation through the 
rectum is easily done, and is not liable to the same ob-» 
jections, except in the case which cannot be foreseen, 
of the peritoneum descending between the bladder 
and rectum lower than is usual ; I may say, except 
in some particularly rare instances which scarcely form 
exceptions to the general rule. It is, therefore, the 
operation which is to be preferred by those who are 
unacquainted with the anatomy of the parts in the 
perineum. The best mode of doing it is to cause the 
patient to lean over the side of the bed, when the fore* 
finger can more readily be introduced into the rectum 
until it touches the prostate through it. The poste- 
rior boundary of this gland being distinguished, the 
curved trocar and canula are to be introduced, the 
point of the trocar being withdrawn under cover of 
the tube until the end of it rests by tjie side or under 
the fore-finger a little beyond this part, and about 
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or ralher short of the middle of that which is called 
the triaogulitr space. Thetrocai covered hy the canula 
is now to be carried steadily into the bladder, when 
the trocar i» to be nithdrawn, and the canula 
pushed forward so as to secure a free evacuatiOD of 
th« urine. The canula may now in turn be witb- 
drawo, as its remaining would only cause irrilatioo. 
and can be of no use, for the opening from the rectum 
into the bladder will always remain open until the 
canal of the urethra becomes pervious. There is more 
danger that it may never close, but degenerate into a 
fistulous opening, than of its closing too soon; and 
this is another and the princpial objection to the opera- 
tion. It is also urged against it, that the disease in 
the urethra is not removed ; but it must be clearly 
understood, that the disease in the urethra is much 
more manageable when the pressure upon it of the 
bladder is taken off, and may in my opinion be almost 
if not always successfully treated, and the canal 
cleared or rendered pervious in a short time after- 
wards, by permanently placing an elastic hollow 
bougie in it in the manner I shall presently indicate. 
This is therefore the operation, I repeat, which is 
always to be selected by surgeons who are not conver- 
sant with the anatomy of the perineum; but I do not 
say it is the best for those to select who have a greater 
degree of knowledge. 

The operation of opening the urethra from the peri- 
ueum in cases of retention of urine may be a simple 
one or otherwise, depending principally on the situa- 
tion of the evil. If the stricture be anterior to or at 
the commencement of th« butboui^ part of tbe urethra. 
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nothing can be more easy for any one to do ; and the 
facility with which it can be done in this situation has 
led to some misconception with regard to the opera- 
tion generally. Sir Astley Cooper, who claims the 
introduction of it into the practice of surgery, directs a 
sound to be passed down to the stricture, the point 
of it is then to be turned downwards, and an incision 
made upon it and beyond it. If the stricture is a 
narrow one, the dilated urethra behind it will be 
brought into view ; or, if otherwise, it is to be sought 
for and opened, when the urine will be evacuated, the 
patient immediately relieved, and time given to treat 
the stricture itself; which, as I have said, after the 
puncture through the rectum, is much more manage- 
able, in consequence of the forcing of the bladder 
against it being removed. In the first case in which 
he did it, in the year 1793, he merely made an incision 
through the common integuments, when the dilated 
urethra came into view ; this he opened with a lancet, 
allowed the urine to escape, and the patient was soon 
cured of his disease. If things were always as simple 
as this, a very few minutes' consideration would suffice. 
But this is not the case : and it is admitted by the 
ablest surgeons that when the disease is situated at 
the termination of the bulbous portion of the urethra, 
or in the commencement of the membranous part, and 
it is not easy to say what a long-continued disease 
may not do by extension to the neghbouring parts, 
the operation is often exceedingly difficult : it is more 
particularly so when it is attempted by making an inci- 
sion on the left side of the raphe of the perineum, nearly 
in the same manner as in the operation for the stone. 
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From Die stricturtipreventtQglbepa6aag<.>ol' the oaUiet^, 

the iaformation to be guiaed from its presence in tli« 

lu-ethra is wantitig; the hardness and derangement of 

the soft parts, uhicl) in tbtsae caaes baa often tiiken 

place, adds to the difficulty ; und the uretlira behind 

laay not be sufficiently diLated to make it very tangible, 

VJK that it t» not so easily found, rendering in many 

instances the operation one of great difficulty, and 

deterring therefore many persons from doing it or any 

other. In most cases the urethra behind the stricture 

only is divided ; and where the operator is determined 

r Ao carry his catheter on into the bladder, it is probable 

I ^at he does not always divide tlie stricliired part of 

L ihe urethra, but carries it on by the side of it, establish- 

[ vig, perhaps, a false passage at the part, which will 

I jlor the time take the place of the original one, and 

I .which will also it is probable lead subsequently to a 

, t«currence of the evil. 

The improvements which have been made of late 
years in the practice of surgery render this opei'ation 
less necessary than formerly ; cutting out, or cutting 
into, portions of the urethra, which I have seen at- 
tempted, are like cutting out testes, comparatively 
obsolete operations ; but still, an opening into the 
urethra may occasionally be requii'ed ; and when the 
disease is situated at the termination of the bulbous 
portion of the urethra, or even further back, 1 recom- 
mend the operation to be done in the following manner, 
as much the most simple and certain. The patient 
being placed and secured, as in the operation for the 
stone, a catheter or sound is to be passed down to the 
stricture, and held steadily against it, the concavity 
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being as usual upwards, the point directly applied to 
it. The rectum having been previously cleared by an 
enema, the fore-finger of the left hand • being duly 
oiledy is to be introduced into it, and the membranous 
part of the urethra and the prostate are to be examined 
as well as the bladder^ the state of which will in all 
probability have been previously investigated. If the 
membranous portion of the urethra i^ dilated by the 
urine, so much the better ; but the object of introduiQ- : 
ing the fore-finger is to ascertain the relative situation 
of the upper part of the rectum and the urethra, which 
latter part only touches, or is nearly in direct applica- 
tion to the rectum, at the termination of. its mem- 
branous part and the commencement of its prostatic 
portion. There is a certain distance, which is greater 
or less in different individuals, between the last inch 
of the rectum and the urethra placed above it. The- 
two parts form two sides of a triangle, the apex : of, 
which is the prostate, the bai^e the external skin. It 
i&iWithin the two lines of the triangle that the operatioQi 
is to be done. The surgeon, taking the catheter, ij;i:, 
bis right hand, whilst the fore-finger of the left ^s, 
applied to the upper surface of the rectum, ipoves Xh^ 
point upwards and downwards, so as to communicate 
witii the fore-finger of the left hand, and to convey 
to it a knowledge of the situation of the extremity, of 
the instrument ; and particularly of the distance be- 
tween them, which the motions given to the catheter 
by the right hand will clearly indioate.. The thipjb- 
Qsss of the parts between the obstruction and the 
reotum can be estimated with sufficient accuracy, both 
ajb the point where the left fore-finger is appUed, and 
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at tJie Burfiice ol' the skinj tor, although the i 
branous part of the urethra catiuot be easily lelt from 
an incision made on the left side of the perinemn, it 
can always be distinguished from the rectum. The 
next tttep of the operation is to divide the skin, cellular 
membrane, fascia, muscular and tendinous fibres, which 
may intervene between the upper surface of the rectum 
and the under surface of the anterior and middle por- 
tions of the membranous part of the urethra. This i» 
to be done by a straight, blunt-backed, narrow, sharp- 
pointed bistoury, fixed in its handle ; and there are 
two ways of commencing the operation: the lirst, 
when the obstacle is behind the bulb and the external 
parts are not diseased, naay be done by a straight 
incision, in a perpendicular direction j in which man- 
ner the operation may always be done if the surgeon 
is well acquainted with the anatomy of the parts; but 
if he is not, or they are very much hardened, and con- 
sequently unyielding, a transverse, curved, or crescen- 
tic incision should be made across the perineum, the 
centre of which correaponda with the raphe, and is one 
quarter of an inch above the verge of the anus, or as 
near that distance as may be, with due respect to the 
rectum. This gives room, and allows the parts to be 
separated as much as they will admit. If the trans- 
verse incision is not adopted, the point of the 
straight bistoury is to be placed on the skin a little 
above the verge of the anus, the cutting edge being 
above, the blunt back towards the rectum, the handle 
being a little depressed, the point a little inclined 
upwards, The degree of inclination necessary to carry 
the knite inwards for the distance of an inch, and 
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clearof the rectum, will be indicated by the linger in 
that part, and the eye of the operator will correspond 
with the point of the fore-finger, so that the bistoury 
may be steadily pressed in to that extent, and then 
carried upwards, and brought out in the exact me- 
dian line, making an external incision of at least an 
inch and a quarter to an inch, and a half, as regards 
the external parts ; and which may be then extended 
as space is wanted foi' the prosecution of the operation, 
The part being sponged, the surgeon again introduces 
the bistoury in the median line, the point being directed 
upwards and backwards towards the urethra, and be 
may then deepen the cut. The lore-finger in the 
rectum will always tell him where the back, and con- 
sequently where the point of the bistoury is. The 
opening will now be sufficiently large to allow the 
operator to lay aside the knife, and to feel for the 
urethra with the point of the fore-finger of the right 
hand, an assistant keeping the catheter steady against 
the stricture, the end of which will now be readily felt. If 
the point of the fore-finger of the right hand does not 
go beyond it and touch the sound part of the urethra, 
which is dilated by the urine in the generality of cases, 
tlie knife is to be resumed, and the fore-finger being 
withdrawn from the inside of the rectum, is to be 
placed in the wound, on the outside of the rectum, which 
is to be depressed as much as possible; the back of the 
knife is then to be turned to it, whilst the point exposes 
and opens the urethra, and which it can do very easily 
near the apex or transverse portion of the prostate, or 
at the termination of the membranous part of the urethra ; 
but it is not necessary to go so far back, and the mem- 
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bratious porlion may be i^iied at its middle with 
erery advantage, and with perfect KGircty toti]« gat. 
A good anatotniat aud Hui^eon will open the areihrv 
in tbia way sooner than the looilr of doing it can be 
described, the urine will maka its escape aod the 
patient will be at once relioved. Whctlier the etrictme 
shall be now divided or not, is a question presently u 
be considered : but the cure can be completed eitiier 
with or without it. 

The youug euigoon (and I never speak or write fbr 
old onea), in ordei' to understand the method of doing 
this operation, should dif>aect the perinciun, 6rst in 
the usual manner, sind make himself well acquaJoled 
with the centrul tendinous point, as it is called, to 
which the transversi perinei, the acceiecatores urins, 
the sphincter ani, and the compressor urethrie muaclea 
are attached. Thisbeingdivided, and the acceleratoces 
muscles being separated iu their median line, they 
ought to be turned asid«, when their deeper structure 
can he examined, as well as the bulb of the urethra 
which they cover. The sphincter ani muscle, both in 
its auperticiul and deep part, should now he carefully 
investigated, iu connection with the bulb of the urethra 
and its attachments to thu deep perineal fascia. A 
side view of the pelvis should then be obtained, and 
the relative situation of the parts duly estimated, and 
which a disitcction from within the pelvis outwards will 
confirm and establish in the mind. The most impor- 
tant dissection is yet, however, to be made, and it m 
to be done by placing the body on the face and raising 
the pelvis, so that the parts are elevated aud made 
mme tensu. The sacj-um is to be exposed with tha 
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edges of the gluteei muscles, the coccyx is to be cleaned, 
all the loose fat taken away, and the sphincter and 
levator ani muscles are to be fully exposed from behind* 
The manner in which the levatores ani cross from side 
to side to make the funnel-like process usually de^ 
scribed is then well seen ; but they make principally 
the body of the funnel, leaving a tube extending from 
it of an inch and a half in extent and sometimes two 
inches^ entirely cut oflf by it from the cavity of the 
pelvis ; and a student can have no idea of the possibility 
of cutting away an inch of the extremity of the rectum^ 
or of the safety with which he may divide an inch and 
a half of it, unless he makes this dissection. It is 
tnie that the tube of the funnel, or the gut, is also 
covered by the fibres of the levator, intermingling with 
those of the sphincter, but these do not interfere with 
the view o£ the subject I have given, as the inside of 
the levator is lined by a fascia, which is reflected 
upwards on the side of the rectufn, prostate, bladder, 
&c., which separates these parts fix)m all beyond or 
below them. The sacrum sliould be now sawed through 
and removed, the levatores ani carefully examined and 
divided in a median line on the i^ectum. The sphincter 
ani should be treated in a similar manner, and the 
whole of the lower part of the rectum exposed. This 
gut should now be turned backwards^ the recto-vesical 
fascia being divided in a similar manner ; this being 
done, there are still muscular fibres, fasciae, and cellular 
membrane to be dissected and divided before the 
membranous part of liie urethra, the prostate, the 
vdtiliculde seminates, the back of the triangular space 
of the bladder are brought into view, and this dissection 
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is most important and difGciilt. If the perineam hati 
not been in part dimsected it shunld be done, and the 
connection of the 8U|jerficiul with the deep-seated 
fascia should be demontitmti^d . The first and last 
dissectioT ft of the perineum will demonstrate all the 
points I have 'blinded to in the operation, and will also 
enable the student to prepare himself for dividing the 
neck of the bladder, if eucb an operation should be 
found necessary. 

This is the operation io the perineum I have per- 
formed and reconiniendfd for years, but it sometimes 
happens that the sui^eon prefers cuttin«[ on the face 
of the stricture with the view of dividing it, suppostog 
he will have less to do, but in this he will be fre- 
quently disapjiointed. If the stricture is at the poste- 
rior part of the bulb he must divide that part to get at 
it, a thing I believe of no sort of consequence, and 
leading to no inconvenient result, although the con- 
trary has been asserted. On opening the urethra be 
finds he is probably half an inch from the stricture, 
having cut on the point of the catheter turned down- 
wards ; this half inch must be divided, and in fact, a 
nearly similar operation to that I have recommended 
must be done, only in a dissimilar manner. When the 
stricture is exposed, a small lachrymal probe may be 
passed into the canal I should say in all cases, and 
the stricture must be divided upon it; but as the 
orethra at this part descends under the pubes, the sur- 
geon, if uot well informed, fears injuring the rectum, 
within one inch of which he is not, and he begins to 
hesitate, and to divide, scratch by scratch, or to try 
and introduce a director by force, and which may and 
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will more easily pass in any direction by the side of 
the urethra than through it. If he has a very small 
director he may with little force pass it over the 
lachrymal probe^ directing it downwards, and thus 
reach the membranous part of the urethra ; the sharp- 
pointed bistoury may then be run along the director, 
and be made to cut transversely to each side, then 
downwards, and lastly upwards if necessary, until a 
straight or female catheter passes easily into the 
bladder. If the surgeon has unhappily begun his 
operation in this way, and cannot get a director into 
the stricture, he should now introduce the fore-finger 
of the left hand into the rectum, and having ascer- 
tained the relative situation of the line of the rectum 
and of the urethra, and the incision he has made ; he 
will obviate the difficulty by steadily pressing on the 
straight blunt-backed bistoury through the stricture, 
the edge being turned either upwards or sideways, 
until the urine begins to flow, and his large director 
can be passed, care being taken to preserve as much 
as possible the course or line of the canal. In fact he 
must do at last, after half an hour has been lost, 
nearly the same operation which I have advised to be 
done at first. 



LECTURE Xf. 



The question of dividing or of not dividing the 
stricture after the urethra has been opened behind it, is 
advocated both ways by many very able men. The fact 
of the stricture becoming much more manageable after 
the irritation caused by the pressure of the bladder 
has been removed, has induced many to trust to the 
ordinary treatment in order to effect a cure ; and as in 
cases where the bladder was punctured through the 
rectum or above the pubes, no other method could be 
adopted, and yet the canal was ultimately rendered 
permeable, it must be admitted that this mode of 
proceeding is a good one in many cases. I should say 
that it is, like many others in surgery, a question of 
degree ; that this method may be adopted in oil cases 
where the stricture is of no great extent, but that it 
should be divided in completing the operation in all 
cases in which it is of a thickness, hardness, or extent, 
leading to the expectation of the cure being difficult or 
prolonged: for it must be borne in mind, that the 
incision in the perineum soon closes up, so as to 
become a very small opening, no better indeed than a 
fistulous one if the passage is not cleared : and that 
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any particular delay in effecting this object, will bring 
the parts into the state they are in when a fistula in 
perineo has taken place from other causes, and which 
alone often requires another operation of nearly a 
similar nature for its cure. The patient also^ in sub- 
mitting to an operation, expects that the obstruction 
from which he has suffered so much should be di- 
Tided ; and unless it can be proved that some parti- 
cular advantage will result to him from not doi^ it, 
or not having done it, he will not be satisfied with his 
treatment nor with his surgeon, if he has to undergo 
another, from whatever cause it may arise. 

If the stricture has not been divided, a catheter is 
never passed from the perineum into the bladder ; but 
if the stricture has been divided, it is usual to intro- 
duce a catheter immediately into the bladder, which ib 
sometimes good and sometimes bad practice. When 
there is but little irritation in the bladder the catheter 
will do little mischief, but when there has been low 
inflammation of its mucous membrane existing for 
some time, which is generally the case, the presence of 
the instrument gives rise to the greatest suffering, a^id 
to so much constitutional derangement as often to lead 
to the destruction of the patient. In no case can it 
do good as iar as the bladder is concerned, and in 
many it will inevitably do mischief, more particularly 
if a silver one be selected instead of an elastic gum 
catheter, for the end of it necessarily rubs against the 
upper surface of the irritable membrane and increases 
the evil, whilst it otherwise does no kind of good. 

The particular advantages expected from the intro- 
dttction of a catheter, ^e those of keeping the whole 
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passage open, and of allowing the wound to heal over 
it, so Ks to re-establish the canal ; advantages which 1 
by no means uodervaliie^ but which 1 well know may 
be attempted to be gained at too great a risk. The 
rule is, in my opinion, therefore peremptory, that a 
catheter of any kind is not to be introduced in cases 
where the mucouft membrane of the bladder is very 
irritable ; or if introduced, is to be withdrawn as soon 
as it is found to give rise to an increase or even a con- 
tinuance of irritation. As soon as the incision into the 
orelbra is completed, the urine will flow through it, 
and will continue to Aa so for several days, without 
the opening being so closed up but that it may be 
seen when the urine is discharging through it. 
During the period of this discharge, an elastic bougie 
may, if necessary, be introduced for the space of an 
inch or two, and retained there by an appropriate 
bandage, as it will not prevent the urine flowing by 
the side of it; or a gum catheter or bougie may now 
be carried along the passage until it reaches the di- 
vided part. It is then to be passed into the posterior 
portion of the urethra, beyond the incision, but not 
into the bladder; and if it is not carried into the 
bladder it will not give rise to irritation. None but 
those who suffer can know the relief which is obtained 
by withdrawing a catheter one inch from an imtable 
bladder, and no precise direction can be given on this 
point; it must depend on the feelings and sensibility 
of the patient. I have seen a man with an irritable 
bladder draw out the catheter and throw it away in 
j despair, although he knew he should not be able to 
present agony 
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9 all feeling for the future, until that future 
in turn becomes the present. The relief obtained by 
allowing the instrument to remain in the urethra instead 
of the bladder is often great, and it answers every pur- 
pose Just as well, and can be adTauced at any time if 
necessary. The mechaninm required to retain a cathe* 
ter or bougie at a given distance is simple. The cathe- 
ter should i-arely exceed eight inches in length, and 
may sometimes be shorter, as it never should project 
half an inch more than is nec-esflary. It should have a 
silver «xt re mi ty to which two .rings are affixed) and to 
p.ach of which a piece of strong bobbin, ten im^hes loag, 
is to be attached. The catheter being introduced to 
the proper distance, the two pieces of bobbin or strong 
thread are to be caiiied backward along the sides of 
the penis as far as the pubes, and a narrow slip of stick- 
ing plaster is then to be bound round the middle of 
the penis and over them, so as to fix them firmly to it, 
and which the sticking plaster does as well as any thing 
else. The ends of the bobbin or thread are then to be 
turned forwards on the outside of the plaster, when 
they may be tied together on the end of the catheter, 
which is thus steadily fixed in its place, subject, how- 
ever, to any motion of the part generally with which 
it moves as a whole ; and the patient soon learns to 
manage the matter for himself, so as to change it 
whenever he pleases without inconvenience; or an 
elastic band may be sewed or buckled around the 
penis, with hooka attached to it, through which the 
threads may run. 

There are still two advantages supposed to be ob- 
tained by dividing the stricture from without, and by 
introducing the catheter through the part, and which 
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may be gained by this mode of proceeding. Tlie one 
i», that the presence of the catheter causes the absorp- 
tioti, and of course the removal of much of the diseased 
urethra; and that the division of the outer wall 
renders it less liable to a return of the disease 
than if the cure had been accomplished by any other 
means. The first point I admit: the second is doubi- 
iitl; for 1 may say 1 have as much evidence on one 
Hide as oti the other. In the course of the last thirty yean 
I have had many opportunities of dividing, and more of 
seeing the urethra divided by others, for the relief or 
onre of persons labouring under strictures. In most 
of these cases the disease has returned in the course of 
R few months, or would have returned if tlie patients 
had not made use of the solid sound regularly every 
five or six days to prevent it. In the year 1816 I saw 
the late Mr. Pearson divide a stricture at the part 
■where the scrotum begins, for the extent of an inch, 
ttr aa much as was hard and gristly ; the patient got 
"([tiite well, and could pass a large bougie with ease; 
%tit he subsequently neglected himself thinking it m- 
iSecessary, and one year afterwards I saw him just as 
bad aa he had been before. I find in my case-boiA 
two admirable instances of this disease, and of this 
fQode of treatment, and in both the complaint would 
have returned if not prevented by the use of the bougie. 
They were under the care of my colleague, Mr. White, 
in the Westminster Hospital, and I assisted him in the 
tlifferent steps of the very difficult operations they 
required. In these cases a considerable portion of the 
Urethra, upwards of an inch in length, had become 
hearly impassable to the urine, and wholly so to the 
smallest-sized bougie, and accompanied with fistulous 
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Openings. The ui^tlnii in both had aliro become ex- 
cessively indurated, and nearly obliterated to the above 
extent. It was in vaiu to make further efforts with the 
view of ameliorating or restoring the healthy condition 
of the urethra by ihe ordinary means of caiietic and 
other bougies of every description. It was now proposed 
to lay open the whole length of the indurated and dis- 
eased urethra, beginning anteriorly at the sound tei> 
mination of that paaaage, into which a staff was pre- 
viously passed, and to carry the incision through the 
whole length of the diseaae, and as far as the point 
where the urethra again became pervious and healthy. 
The disease in both cases was situated behind th« 
scrotum and near the bulb. The patients were placed 
in the same position as for the operation of lithotomy, 
and the middle line of the urethra freely and deeply 
divided through the entire indurated extent, probably 
upwards of an inch and a quarter ; in both a straight 
short female catheter was then passed from the 
lower or posterior part of the wound into the bladder, 
and subsequently a small leaden catheter was introduced 
by the orifice of the urethra through the new-made 
wound and into the bladder. The incisions in both 
cases were not longin healing over ths leaden catheter, 
and the surrounding structures quickly lost the in- 
durated and almost cartilaginous condition which had 
been caused by perpetual irritation from the escape or 
infiltration of urine. Both tlie cases eventually re- 
covered; but it was found necessary for a very consider- 
able time subsequently to introduce the leaden catheter 
daily, for' whenever that was neglected there was 
evidently a disposition in th;3 new-made passages to 
become contracted. In both instances the disease re- 
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turned, and the necee^ity tor the occasioaal use of the 
bougie was demoiiBtruted in the strongest manner. 
A friend of mine (now no more), the late Dr. 

I O'Halloraii, of the 6(Jth regiment, sutfered for many 

II years from stricture ; and fifteen years ago took parti- 
I cular interest in the improvenients 1 wan attempting to 
I make in the bulbous instalments, aoas to cause them to 
I dilate when introduced into the urethra, and was one 
I of the first on whom they were used. They did him 
I W good; and from neglect of the common sound bis 
Litricture contracted, so that be suffered great incon- 
I Tenience from it, and being in the West ladies, was 
I gendered almost incapable of duty. Bsing a man of 
[ Hreat resolution, he determined on dividing his stric- 
I ^re from the outside, and placing himself before a 
[ glass he opened the perineum, -Just behind the scro- 
I (urn, until he had completely divided it. He as- 
I wired me, some years afterwards, that the cure was 
[ wmplete, and that he had never since had occasion to 

is an instrument. 

I. The division of a stricture by an instrument passed 

I along the canal and down to it has been often 

I tried and as often abandoned, until of late, when the 

practice has been revived by Mr. Stafford in very 

obstinate cases. The general surgical opinion is against 

it, as being exceedingly dangerous, although 1 do not 

think it merits the reprehension it has met with, and 

I may in some cases be advantageously employed. The 

[ mode of treatment I have adopted for impassable stric- 

-es has rendered it unnecessary to have recourse 

, to it unless the case is so very urgent from reten- 

ition of urine that no delay can be admitted. In 

such instances a surgeon if he fails in dividing the 
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stricture from within must do it from without. If 
he Eucceede, he should introduce a catheter into 
the bladder,' and allow no urine to pass along the 
urethra for three or four days, as I have known 
several severe paroxysms of ague follow its doing so; 
and if any evil consequences should take place, it \s 
still but opening the urethra from without. The ill 
consequences alluded to have, I think, been over-rated; 
and the most that can fairly be said against it is, that if it . 
does not Buceeed and does no good, it does little harm, and 
the patient is not in a worse state than he was before. 

In cases of passable narrow strictures, which are 
very troublesome from their irritability and propensity 
to contract, the division of them is sometimes fottowed 
by remarkably good effectti ; but poor patients, even 
in hospitals, do not willingly submit to the operation ; 
and many in higher life have so much dread of any 
thing of the kind, that the practice is only likely to 
prevail in very severe cases. 

When the surgeon is unhappily too late, and the 
urethra has given way by ulceration behind the stric- 
ture, the urine makes its escape into the surrounding 
cellular texture in the perineum ; but as this part is 
bounded posteriorly by the t^uperficial fascia, which 
turns under the transversi perin^i muscles to join the 
deep fascia, the urine can only pass upwards and for- 
wards ; it distends, therefore, the scrotum, the integu- 
ments of the penis, and often extends even into the 
cellular structure above the pubes, and into the groins. 
It has been usual in these cases to scarify the parts 
deeply so as to allow the urine to drain off, and await 
the event; but this is not sufficient; a fair and free 
incision must be made in the perineum, in Rny way 
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the soigeon mmr choose accofding to the natne of 
the case, until the superficial fascia is foUr diridei, 
and a free and direct passage for the arine is obtained; 
so that there may be no possibility of its cac^ phig 
into the surronndimr cellular structure on account of 
the dependent outlet which is made for it. Tke 
urine being the natural stimulant of the bladder, 
exereises none but its ordinary power on it; but 
when it is extraTusated, and leaTes the natnai 
passages for the cellular structure surrounding thc M» 
it sri^^ nse to nnhealthr inflammation and mor- 
tification to the extent to which infiltraUon has 
taken place* In order to prerent the cooqrfete dt^ 
stiuctiou of these texturets, it is not sufficient that 
imsions be made for instance, into the scrotum, or 
the surroundii^ integuments, with the View of factlita^* 
inf its evacuation; or that it be eren ptciacd «r 
aq uieatd out, but the furth^ admission dT urine mnut 
be pierented, by making such a dependii^ opemag 
aa will allow it to nui directly olf without the least 

m 

impediment* A solid sound or a catheter shouH be 
passed down the urethra to the stricture as a guide; 
a»d if it be as far down as six inches^ an incimn ia t^ 
be made in the perineum, on either side, as may 
f sefera ble, and nearly as in the eperation for the 
this is to be continued inwards, until the fingur caB 
distinguish the point or the instiument in the uicthm» 
in front of Ae stricture behind whidi is die l u p tui u «r 
hele in the urellura : and the parts must be so ilitidid 
^hat the urine will run direcdr out without farthm 
i n ffltra tion. In these cases it will always be better ta 
dmdetha strictuie if posaibkw nod tacany thecalbetar 
me waisKicy* num wnence me unae aaay ue 
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oS from time to time, provided the presence of the 
catheter doea oot cause too much irritation. 

The destruction of parts by the urine ia so rapid, 
that few survive an extravasation of this nature, unlesa 
the ai't and science of surgery are brought almost 
immediately for their relief and assistance, so that the 
urine may be pressed out as quickly as possible, aud 
the entrance of any further quantity be prevented. 1 
am aware that in such circumstances it may be said, 
that the patient will inevitably die, if an elderly raaa 
and of a bad constitution, in spite of all that surgery 
and physic can do for him, and it will in all probability 
be truly said. Still the fact is, that in one case he 
must die, in the other he may not ; and an enlightened 
and well-educated surgeon must estimate his patient's 
strength and constitution, and proceed accordingly, 
I never recommend an unnecessary operation, but 1 
have done operations successfully, and seen them done 
successfully, when abler men thought they must be 
useless. The preparation before you is from a man 
advanced in hfe, who died in this hospital through an 
accident. He came in very ill with retention of" urin& 
I passed a gumcatheter, which surmounted an obstaclv J 
without much diiUculty about six inches down, and j 
drew off his water, mi&ed with blood, mucus, and U ' 
purulent deposit. The gom catheter gave to tbv I 
finger the sensation of passing over or through a roughs I 
gristly body, which 1 thought ii had done, and it v 
Axed in the bladder. Early in the evening, howeyef/ 1 
it shpped out of the bladder, and the patient, thinking* J 
he could do without it, attempted to make his watm f 
in the natural way, and forced it into the acrotuat, 
penis, and surrounding partr^. It was not discovered 
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by the faoune-curgeon until the moroioiE;. and when 1 
■rrived in the middle of the day. be w»s sickiD^ so 
fast, that any operation would have been as cruel rb it 
would have been useless. He died shortly aflerwardB, 
and on exaDtination of the parts, the urethra waa found 
perviouij for a good-sized catheter which I bad used ; 
bat a stone had passed from the bladder, and bart 
embedded iteelf on the under part, and eventaally 
gave riee to ulceration in it, through which the 
wine escaped into the cellulai' texture and destroyed 
hini, already nearly worn out by ione-continued irri- 
tation. The inflammation induced by the ulceration 
had caused the retention of urine, and if 1 had used 
a silver catheter, instead of a gum elastic one, or if 
it had not so readily passed into the bladder, I should 
have discovered the stone, and removed it by an inci- 
sion at once. The great object I have in view ia 
mentioning this case, is to show that such an ex- 
travasation is not always caused by stricture, and 
that the removal of the stone by an incision would 
have prevented the evil, inasmuch as the urine would 
have escaped through it, after the catheter had slipped 
out of the bladder, if one had been placed there. 

After the operation has been done, and the safety of 
the patient has been so far ensured, your attention 
must be turned to his general state. Saline medicines, 
or gentle saline aperients with opiates, will be the best 
remedies to soothe and allay the constitutional irrita- 
tion which has taken place; a stage further, camphor, 
opium, with saline draughts made with the carbonate 
of ammonia, will be advantageous, and if gangrene has 
taken place, ammonia, brandy, quinine, acids, and 
opium, will offer thp bent chance of siiccess; but all 
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will ajad must be useless if the passage of urine is not 
free, so that no further extravasation can take place. 
The incisions into the parts distended by urine should 
be sufficiently long and deep to allow the urine to be 
squeezed out of the scrotum, and to drain out where! 
pressure cannot be applied ; and if the cellular mem- 
brane has sloughed^ they must extend into the slough. 
Poultices of stale beer and linseed meal are the best 
applications, followed by stimulating dressings; but 
the treatment will be tedious, the whole skin of the 
scrotum being frequently lost, and a fistulous opening 
remaining in the perineum. 

Erysipelas will sometimes attack the scrotum, and 
simulate the appearance derived from extravasation of 
urine. I was once called to a cas^ of this kind, in 
which the scrotum was greatly distended, and I was 
at first sight disposed to attribute it to that cause, but 
the patient declared he not only could make his water 
well, but had never had any difficulty in doing it. 
I was not, however, satisfied until I had passed a 
catheter and assured myself that there was no disease 
in the urethra, nor in the perineum. The patient Re- 
covered, but lost a good deal of the skin of the 
scrotum by sloughing, in spite of several incisions intd 
it, which saved the remaining portion. 

. A pervious urethra is, however, no proof th^t arf 
extravasation of urine may not be caused by ulceration 
in it, but then the extravasation does not take place 
quickly ; the scrotum and adjacent parts are not sud- 
denly distended ; the swelling commences slowly, is 
situated in the perineum, where its progress is marked 
by pain and hardness. It is owing to inflammation, 
«*Kieh has: taken place outside the urethra, ending th 
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suppuratiou, and the matter of which cannot find Ite 
way to the surface, in conaequence of the superficial 
fascia, which prevent its progress. The pftin is often 
great, the irritiitioii greater, and there may be an^ 
often is retention of urine, although the passage is 
pervious for a mode rate- si zed elastic catheter. If a 
lancet is pushed into a swelling of this kind it always 
gives relief, although no matter should follow for a 
day or two. If matter should follow, the relief will 
he great, and a little urine will he observed to trickle 
through a day or two afterwards. In some cases the 
urine starts forth with the matter to a distance on 
opening the abscess, but even in this case the inflam- 
mation, which existed previously to the ulceration of 
the urethra, will have consolidated the cellular struc- 
ture, and an abscess will be formed in the usaal 
manner, with its proper sac retaining and preventing 
the flow of urine from it. This abscess is to be pre- 
vented by rest, leeches, fomentations, and the usual an- 
tiphlogistic means, without meddling with the urethra; 
but aa soon as the formation of the matter of the 
abscess is certain, the sooner it is opened the better. 
The wound in it, as well as the ulceration in the 
urethra, will sometimes heal with the simplest after- 
treatment. In other cases the external wound must 
be laid open and dressed from the bottom with slight 
stimulants, whilst a catheter must be kept in the 
bladder or urethra, in order to prevent the urine 
passing through the wound ; for the encouragement of 
the granulation of which, caustic applications, and 
even the actual cautery, by means of a wire heated to 
a white heat, have been strongly recommended. 
Many surgeons advise in these cases the dilatation of 
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Ibe urethra, beyond eveu Its natural size. It haa 
appeared to me, from the consideration of very many of 
them, that this mode of proceeding is objectionable; 
that the urethra should be dilated, where a stricture 
exists anterior to the ulcerated opening, is consonant 
with my views : if the natural size of the urethra is as 
12, a 'So. 13 may be used until it passes easily, 
but a No. 11 should be had recourse to when it 
appears desirable to expedite the closing of the 
ulcerated part. I do not see, 1 confess, what ad- 
vantage is to be gained by over-distention and the 
separation of the ulcerated edges, whilst I think I 
can perceive the good which may be derived from 
allowing them to remain in contact. The catheter 
should be large enough to prevent the flow of urine by 
the side of it, but not so large as to distend completely 
the canal. The spot when h«aled will always be liable 
to re-open on the recurrence of a much less degree of 
irritation than that which originally gave rise to it. 
If a considerable portion of the urethra, anterior to the 
fistala, is impervious, it must be divided, the bladder 
at the time of the operation being as full of water as it 
can hold, so that the posterior, or ulcerated opening 
into the urethra, may be s«en on the patient's di^ 
charging it, during which process a small director , 
can be introduced, and the orifice, if necessaiy, < 
laired, BO as to admit a proper catheter. When a poiw I 
tion of the urethra has been lost, in a circle or nearly a 
it is a very difficult thing to establish the canal, and | 
sometimes a tietulous opening will remain even when the 
targestbougie can be passed nith ease. Pressure on the I 
orifice of the fistula will often in these cases prevent the J 
inconvenience which would otherwise arise from it. 
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When a striciure ib impassable by the bougie, but is 
permeable by ihe urine, although ii flows with diffi- 
culty, I have of lale years adopted a mode of practice 
ivbich has never failed id my bands to clear the 
urethra, and to effect a passage into the bladder, with- 
out giving rise to the evils attendant on the use of 
caustic, or to the alarm and anxiety which attend the 
operation of dividing the stricture by any of the meana 
which have heen hitherto adopted. The introdao 
lion of a bougie into the urethra, and its reteution 
against the surface of a stricture, have invariably beea 
recommended as an effective means of overcoming a 
retention of urine, by taking off what is usually called a 
apasm ; and thus causing the contracted part to yield, bo 
that the urine sometimes flows through it, or the 
.bougie gradually dilates it, and passes ou into the 
bladder. On one occasion, some years ago, in a case 
of dl£culty of making water from stricture, 1 fixed &a 
elastic bougie in the urethra at night, and was much 
pleased, on calling on the patient eaily in the 
ing, to find that it had passed through the stricture, 
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and that the urine flowed readily by the side of it. I 
wa$ iaduced to make this trial from the consideration 
of the effect produced on a stricture by the dilatation 
of the part immediately anterior to it by Dr. Amott's 
dilator, and which is invariably to improve the flow of 
urine; in other words, to enlarge the stricture by 
means of the dilating influence operating on the 
sounder part in front. One trial naturally led to 
another^ each being more successful than its prede- 
cessor, until I supposed I had made a discovery of 
considerable value; I soon founds however, that the. 
Baron Dupuytren was, and had been pursuing the 
same plan in Paris^ and I believe with as much suc- 
cess. 

It might at first sight be supposed that the continued 
presence of a bougie must give rise to a greater degree 
of irritation than previously existed, and in all probar 
Ijility to a complete retention of urine. It does however 
esp^ctly the reverse, it calms the existing ii^ritation, 
and, after a few hours, if the patient becomes sensible 
of any diflereuce, it is that his water passes more freely 
than before. I am quite satisfied of this fact, and 
believe it to be indisputable as a general rule. The 
foundation of the method of treatment is built upoii it, 
and if it were not firmly assured the superstructure 
must fail. . The dilatation, nay, the mere^separation of 
the sides of the urethra without any especial dilata-^ 
tipn, has an influence of a very favourable kind on a 
stricture, and may, without being carried further, 
effect a diminution of the contraction in slight cases, 
i|0 as to allow a bougie to pass with little difficulty. 
In severe cases, the dilatation of the canal in frpnt of 
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8 stricture does but little unless the dilating subfltanoe 
touches the stricture itself, a fact I have had proved, 
by finding that a bougie m»y remain for months in a 
(Use passage, beginning immediately in front of a 
stricture, without exerting ujKin it any perceptible 
influence. 

The beat dilating material is a hollow gum elastic 
bougie, of a medium size, petfeetly smooth, and tolera- 
bly round at the point, so that it may give as little 
uneasiness as possible. A very small bougie gives 
more annoyance than a larger one, is retained with 
more difficulty, and is more likely to give rise to irrita- 
tion, in which case it should be removed, and after a 
little delay, replaced by a larger one. If this should 
also give rise to irritation, which rarely occurs, it 
should also be removed, and the irritation subdued by 
warm fomentations, by opiates, and perhaps by the 
application of a few leeches. There are very few cases 
which require any thing more, provided Ihe patient will 
I be perfectly quiet, live moderately, and preserve the 
I ncumbent position, until the irritation has subsided, 
when he may sit up ami walk about his room in his 
ordinary manner. The bougie is to be 6\ed in tbe 
urethra in the same way as a gum elastic catheter is 
fixed in the bladder; it should project about one inch 
beyond the oritice of the urethra, and rather less than 
more. The point should press against, or rest upon 
the stricture with the greatest posiiible gentienese, ao 
that it may not give rise to inflammation or to ulcera- 
tion, and yet sliould press just so much as to cause 
absorption. It is an admitted point in the animal 
iieonomy, that new-formed parts, whether laid down in 
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re^nJtition or in diBease, do not reeist a stimuluH in 
the same manaer as parts of original formation. They 
are in fact removed by the action of the absorbentB 
under the application of a Gtimulus, which has little 
or DO influence on those parts which have undergone 
no change, and are coeval with the existence of the 
individual. The pressure made by the point of the 
bougie, and which ought always to be an elastic one, 
should therefore be nicely regulated, so that it may 
do this and no more, it is a point which requires at- 
tention, and some little experience, although a due 
knowledge of it is soon acquired. It should never be 
so great as to give pain, or indeed uneasiness, and yet 
it should be continual. The patient readily learns 
ffhat is wanted, and as he can feel when the surgeon 
cannot, he soon understands how to manage the bougie 
himself, and can take it out, wash it, change it, or 
replace it, as he pleases. If he is a very restless, 
fretful, or naturally irritable man, it may prevent sleep 
or prove inconvenient, in either of which cases it may 
be removed for two or three hours, at the pleasure of 
the individual, whose private affairs may otherwise 
render this indulgence necessary. It does uo harm, it 
is merely a little delay, which prolongs the time requi- 
site to effect a cure. 

If the pressure is made by a stiff, unyielding instrument, 
inflammation and ulceration may be the consequence, 
and many evils may be the result ; but theu this is the 
abuse of the practice, not the adoption of it, and forms no 
partof that which I have recommended. The pressure, 
according to my views, must be so nicely regulated as 
to cause absorptioo, but not to give rise to ulceration. 
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aod I firmly believe that it may be graduated in snch 
ft manoer as to fulfil these intentions most accurately. 
When the objects stated are duly accomplished, the 
patient Boon perceives that the stream of nrine is eo- 
Urged, that it comes more freely, and that the 
general irritation of the bladder and of the neighbour- 
ing parts has diminished. The principal and most 
aatisfactory sign of amendment is the more ready 
flow of the urine ; and although the bougie should not 
advance, the amendment on this point is often pro- 
gressive, until at last tlie bougie is either found to 
have passed through the stricture unknown to th« 
patient, or is gently pres.sed through by his own hand, 
or by that of the surgeon. The time necessary for the 
accomplishment of this, object must be longer or 
shorter, according to the extent and nature of the 
disease, and the state of the constitution of the patient. 
The object is effected in aome cases in from three to aix 
days, in others the progress is slow, although evident, 
and it may require as mctny weeks, but in no case that 
I have met with has the practice failed. When the 
canal is thus rendered pervious, the cure is only half 
completed, although the moat difficult and dangerous 
part has been accomplished. The stricture has yielded 
in its centre, but not in its circumference, and two 
courses may be pursued ; one is to increase the size of 
the bougie, so that it may press on the circumference 
of the anterior part of the stricture until it causes its 
removal ; the other is effected by passing the bougie 
through the stricture, and gradually enlarging it, thus 
pressing on the inner circumference, in preference to 
its anterior surface, which method I prefer. When 
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the bougie has passed through the stricture, I always 
carry it into the bladder, and then replace it b^ a 
catheter, the use of which may or may not be con* 
tlnued at the pleasure of the surgeon. The catheter is 
not necessary to draw off the urine, as it flows as 
readily by the side of the bougie, but it proves that 
the instrument is in the bladder, and it is always a 
great satisfaction both to the patient and surgeon, to 
see the urine flow through it. I have a gentleman 
now under my care, whose stricture has been overcome 
in this way, but in whom the point of a small bougie 
almost always enters into one of the openings of the 
ejaculatory ducts, and that of a larger one catches on 
it, and will not often proceed without a little manage- 
ment. If the error be committed of allowing the 
bougie to lodge in one of these openings, inflammation 
will in all probability be communicated to the testis, 
and there is always a chance of such an accident 
occurring when the orifices of these ducts are irritated 
even by the instrument resting upon them. If a 
catheter is used, the eye of the instrument should pass 
fairly into the bladder for half an inch at least, but 
it is better to use one made with a hole at the extre* 
mity ; and when the instrument is not in the bladder, 
and it cannot always be borne there^ it should be 
withdrawn, so as to lie in the membranous part of the 
urethra, with the point near to, but not irritating the 
prostate gland. It will often remain in that situation 
quietly, when it cannot be advanced without producing 
the greatest irritation. In some instances where this 
has taken place, the instrument must be altogether 
withdrawn until it has been subdued, when it may 
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be cautiously replaced. The greatest evil, howtvw, 
usffaliy arises from increasiiie the size of the bou^e 
too rapidly; and this is a point to which the greatest 
attention must be paid, whilst it is the error into 
which both surgeon and patient most frequently fall, 
aa 1 have staled when treating of the cure by dilata- 
tion. It is, then, the point which requires the greatest 
nicety of management; and this can only be acquired 
by observation founded on experience. The irritabibty 
of the inside of the stricture, and the part adjacent 
but posterior to it, is Eometimes greatly augmented by 
the urine which passes over them. This is frequently 
diminished in quantity as well as altered in qualityt 
being loaded with salts ami other matters which 
render it extremely irritating; and unless it be brought 
more to its natural stati;, little or no progress will bC 
made in completing the cure. The diet of the patient 
must be then an object of particular attention, and the 
urine should be tested from time to time, in order to 
ascertain its nature; and the geneial treatment must 
be strictly continued until it is found to have lost its 
irritating qualities, when there will be a fair prospect 
of completing the cure. The presence of the bougie 
gives rise to a discharge, which is greater or lesn ac- 
cording to the state of irritability of the patient; but 
it is never accompanied by pain, unless iuHammation 
is brought on either by accidental circumstances, or 
from the size of the bougie being too rapidly increased, 
BO as to distend the canal beyond what it can readily 
bear. 

When the urethra is tendered pervious, the attempt 
to enlarge the strictursd part too rapidly^ always bongs 
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(Ml paiti, irritatbki 6f the neck of the bladder hhA M 
ttiXxch sufferihg that it cannot be bofne ; and the \krg^ 
botigie must be withdrawli^ and tinfie must be l(M, b6^ 
for^ One a size or two smaller can be used in its i^te^d* 
This, as I have statfecl, is the etror you will be mdBl 
likely to fell into, and it is therefore the one yo6 
dhould most carefully avoid. If you wilt recoUddt 
what I have said on the qtiestion of effecting a pfcf- 
ttanent cure by dilatation, you will perceive thai it 
^knhot be accomplished unless a bougie id ^aesed 
occasionally, so M to take off the disposition to t^^ 
iapBe, which last^ for a consideltible time, and Whioh 
should be always borne in mind. I have in my h^and 
th^ history of the cases of three medical men who hard 
befen cured in this way : they are of great interest, atid 
particularly the first; and I selected those of medical 
mi^ti from fe great number, because it may be supposed 
th^ understood better what they were about than 
jOt^^r met, and that they are Written by themselvelk 

June 20th, 1831. A.S— , M.D., aged 38, ha6 
had 6tricturt in the urethra for eighteeti y^arfe pafet, 
afid hai!^ bten ukider the cate of many of the Ynost i^mi^ 
Mht 8urg6ot^s, at diffek^t tim^ ; but ho ini^tratn^mt 
hab ever yet been passed into the bladdet, with Ibci 
6*ceptibn of k tery fine catgut bougie, Which Mr. 
Piele, of Dubliti, at at'b time passed, but could tiet^t 
iftttoduce again. 

Vn 1S24, ht vfAi affected with sevetB tigotft a&d 
fttef, tecurritig twice a- week; and about thift time 
Mtehtion of urihe fot forty-eight hours occurred. Thte 
tiNUftic bougie waa repeatedly used, but wa^ dia^ 
d6ttCtoued M account «tf the rigors that oceuited 
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after each application of it. After this, in 1825, the 
dilating p!an was followed for some months, with an 
evident improvemtnl in the Eeneml iiwlth. and an in- 
creased stream of urine. From 1856 to Ib30 the com- 
plaint was much better: occasional attacks of toflam- 
ntatioQ in the urethra orcurred, which were generally 
pretty easily got under by the application of leeches to 
the perineum, and the use of the hip-bath. On August 
14lh. 1830, was seized with great pain and irritation 
about the neck of the bladder, and great difficulty m 
paa»ng water, which came in very small quantity at a 
time with great straining. These symptoms did not 
yield to the repeated application of leeches, the hip- 
bath, anodyne enemas, and suppositories of opium and 
extract of belladonna; but continued to increase and 
become more alarming until the 22d, when urinary 
eoma came on, and it was deemed necessary to punc- 
ture the bladder above the pubes, which was done 
without delay, and a very large quantity of thick, 
•linking, mucous urine drawn off: in about three hours 
afterwards the coma subsided, and things seemed 
going on well for a couple of days, when an abscess 
began to form in the perineum : this increased for 
two days more, and ffuctuatlon being perceived, an 
incision was made into it, and a quantity of extremely 
stinking matter discharged. In a day or two after- 
wards, another abscess made its appearance on the 
right side of the scrotum, into which an incision was 
made, and a table-spoonful of pus escaped. After this, 
another abscess formed in the right groin, and was 
Opened as soon as fluctuation was perceived. These 
■ores all healed kindly amd wall in the course of eight 
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or nine weeks; but during this time a very severe 
rheumatic fever came on, which lasted fourteen or 
fifteen days, and was attended with grent Buffering. 
The recovery after this was very slow; the urine 
began to come away a fL'W drops at a time by the 
natural passage ; the catheter, which was introduced 
through the puncture into the bladder, was changed 
about once a-week. It was now attempted to dilate 
the urethra by the occasional introduction of bougies, 
and afterwards of graduated sounds, which has been 
continued up to the present time, but without being 
able to get any instrument through the stricture iato 
the bladder. 

June 22d, 1831, Mr.Guthrie introduced a gum- 
elastic catheter down to the stricture, and, having 
fastened it by a belt round the penis below the glans, 
left it there with its point pressing on the stricture, 
and about an inch projecting beyond the extremity of 
the penis. The passing of the instrument occasioned 
some pain, and in the evening there was beat and 
uneasiness along the course of the urethra, which was 
relieved by taking a draught with twenty-five drops of 
the Lancaster black drop. 

23d. Passed a quiet night; slept well towards 
morning; the instrument has kept well in its place; 
some uneasiness and Irritation in the urethra; pulse a 
little hurried ; having kept very quiet in bed all day 
the uneasiness and irritation were nearly gone in the 
evening, when the instrument was withdrawn, washed, 
and replaced ; repeated the anodyne draughts ; and 
took a pill of extract of colocyath, five grains. 

24th. Slept well ; catheter kept well in its place. 
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j caused very little uneasme«s; kept quiet in bed 
all day; removed, WMh(;d, and it-irttroduced the ca- 
I theter; draughts and pill repeated at bed-time. 

2dth. Going on a» yesterday ; keeping very quiet 
I in bed. 

' 26tb and 27th. Keeping very quiet ; the catheter i» 
going a little further in. 

28th. Had nn uneasy night; pain and heat along 
tbe urethra, and irritation at neck of bladder, wbicb 
■were relieved by removing tUe cork fioni the puncture- 
catheter vbote the pubes, and allowing the urine to 
trickle away in dropa for the epace of four hours; re- 
peated the pill and anodyne draughts, with forty drops 
of the Lancastei' black drop. 

29th. Heal and pain of the urethra and irritation of 
the bladder subsided; parts feel easy, and the instru- 
ipent has gone further in; draught and pill repeated 
ajt bed-time. 

30tb. Instrument still farther iu ; draught and pUI 
ItfKated. 

July 1st. The instrument ia still advancing, aqd not 
causing any uneasiness ; drauii;ht and pill repeated* 

2d. Puncture-catheter changed, the other advano- 
iag; repeated draught and pill. 

3d. Instrument still advancing a Uttle; no UAeaqt- 
aasi; draught and pill omitted. 

4th. Slept well; inistriinient advancing. 

€th. Instrument in as far as It can go; changed for 
a longer ; it appears, on Bieasurement. that it baa p^e- 
trated an inch since its first iniroductiou. 

7th. The new instrument keeps its pjaoe, and pror 
4ve«l no inoonvaniance 
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8ih| 9tb9 and lOtb. Going on well; no uneasineesj 
keeping very quiet. 

lUb. A good deal of irritation at the neck of the 
bladder in the nighty so that the instrument had to be 
withdrawn ; after which some urine came by the ure- 
thra two or three times with considerable stFainiQgi 
and then close on half a pint in a better stream thaa 
had been made for many years^ and with much le9» 
exertion. 

12tb. Made water in an improved stream frequently^ 
by the natural passage, 

13tbi 14th, and 15th. Stream of urine continues to 
improve. . 

16th. A 9mall-sized gum«>elastic catheter passed with 
tolerable ease into the bladder^ and was left in. 

17th« Some uneasiness about the neck of the blad- 
der; urine runs both through and along the side of the 
catheter. 

18th. Uneasiness and cutting sensation about the 
neck of the bladder. 

I9th. No. 2 catheter withdrawn^ and Not 4 intro* 
duced with Uttle difficulty into the bladder. 

20th. Uneasiness about the neck of the bladder 
nauch diminished since the introduction of No. 4 ; the 
urine runs both through and along the sides of it* 

21st. No. 4 withdrawn, and No. 6 introduced with 
little difficulty in its stead. 

22d. Urine ran along the sides of the catheter during 
tha night*, 

23d. No. Q withdrawn^ No. 8 introduced with UttU 
difficulty, but occasioned a sensation of great distm* 
sion along the comme of the urethra. 
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24th. In the afternoon, considerable pain and throb- 
t>ing in the perinemn ; wiilidrew the catheter until bed- 
time, and then put rn the short iiislruiueDt used pre- 
vious to the introduction of No. 2 ; urine passed in a 
large stream when the catheter was out, 

25th. Withdrew the short instrument, and intro- 
duced No. 8 with great faciUty; some pain in the pe- 
rineum in the afternoon. 

26th. Pain in perineum, which increased with a 
good deal of swelling towards the evening, when the 
catheter was withdrawn. Eight leeches, and after- 
wards a poultice, applied to the part. An anodyne 
draught and pill at bed-time. 

27th. Swelling increased ; poultice continued ; re- 
peat the draught. 

28th. Tumour broke, and discharged some matter; 
poultice continued. 

29th. Discharge continues ; poultice continued. In- 
troduced No. 6 catheter, and kept it in six hours. 

30th. Discharge much diminished. Catheter would 
not pass into the bladder. Great needing, which was 
relieved by keeping the cork out of the puncture- 
catheter for two hou'a. 

Slst. Catheter could not be introduced. Introduced 
the short instrument at bed-time. An anodyne enema 
taken during the night. 

Aug. Ist. Catheter, Js'o. fi, passed easily into the 
bladder. 

2d. No. 6 still in; some irritation at the neck of the 
bladder. Took an anodyne enema, and kept the 
punctnre-catheter coik out for two hours. 

3d. No uneasiness to-day. No. 6 still in. 
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4th. Catheter, No. 7, introduced. At night great 
uneasiness about the neck of the bladder occurring at 
short intervals; took an anodyne enema, which not 
removing the uneasiness, the catheter was withdrawn, 
and the short one introduced an hour afterwards, and 
worn in all night. 

6th. No uneasiness; introduced No. 7 cathet^ 
again. 

6th. No uneasiness; withdrew the catheter, and 
passed water in a large stream thre'e or four times. In* 
troduced the short instrument at bed-time. 

7th. No. 8 introduced with ease ; a good deal of 
initation at night, which was relieved by an anodyne 
enema, and keeping the cork out of the puncture- 
catheter for about an hour. 

8th. Had a good night after the enema ; quite easy 
all day. 

9th. No. 8 still in ; quite easy. 

lOtli. No. 9 pewter catheter passed easily, but occa- 
sioned so much pain about the neck of the bladder 
that it was vnthdrawn in two or three minutes. 

llth. No. 8 gum catheter introduced. . 

12th. A No. 10 pewter catheter shortened was in- 
troduced vnth ease, which occasioned a good deal of 
irritation and needing at night; relieved by an anodyne 
enema. 

13th. Slept well after the enema ; easy to-day. 

14th. Removed the pewter No. 10, and introduced 
an elastic gum of the same size. A little uneasiness 
and needing at night ; relieved by an anodyne enema. 

15th. Got ease and slept well after enema. With- 
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drew the catheter in the evening and walked out for 
an hour; greatly fatiirued after the walk; a sensatiou 
of rawness along the urethra. No. 10 giun cathetcf 
introduced at bed-time. 

16th. No. 10 removed nnd No. 11 pewter cBthet«r 
introduced without difficulty; after heing in aoioe time 
there was uneasiness near the neck of the bladder, 
which was relieved by au anodyne enema, 

17tii. Slept well ; quite easy to-day; withdrewr No. 
11 in the evening and walked out for an hour. Gr«kt 
rawness along the urethra after making water, which 
oontinued all the evening. 

18th. Kept out the catheter all day; urethra leela 
very raw. 

19th. No. 10 elastic catheter introduced, as No. II 
pewter would not pass. 

20th. Withdrew the instrument in the evening, and 
introduced it at bed-lime. 

21st. No. i2 pewter catheter was passed without 
difficulty into the bkdder, but produced bo much un- 
easiness that it was withdrawn in the course of two 
hours and a half, and a gum elastic one of the tame 
size introduced in its place. 

22d. Some pain in the perineum ; withdrew tK« 
catheter, and applied seven leeches ; an anodyne enema 
at night. 

23d. Slept well; pain quite gone; No. 12 flexible 
catheter introduced into the bladder. 
24th. No. 12 in. 

25th. No. 12 still in ; a good deal of irritation about 
the bladder; an anodyne enema at bed-time. 



26tb. Withdrew the catheter, wad walked out during 
the day ; introduced it again in the evening, and kapt 
it in fourteen hours. 
27th. Catheter in for twelve hours to«4ay. 
28th. In for ten hours. 

29th. In for eight hours ; withdrew the catheter 
from the puncture above the pube^ entirelyy which had 
been gradually dimiuished in size for the laat four or 
five changes. 

30th. Catheter worn six hours. Some urine cante 
away through the puncture during the might. 

31st. Only a few drops of urine passed through th« 
puncture to-day { comes by the urethra in a very large 
stream. 

Sept. 1st. Catheter No. 12 passes with great easQ ; 
puncture entirely healed. 

2d. Catheter No. 12 in for two hourly urine comet 
away in a full stream^ and the health ia better than it 
has been for the last ten years. 

On the 21st Dec. 1833, he writes to me, say ing, that 
he is quite well, passes his urine in a free, full stream, 
aistd introduces a No. 1 1 silver bougie once a-week. 

Foi eleven monthe this gentleman scarcely passed %. 
dr^p qf water through the urethra, but wore a gum 
elafiitiQ eatheter in the wound above the pubee, whioh< 
he fastened with stickii^ plaster against the abdoinett 
abov^ the vmbilicus ; and through this he made watev 
wbe«^ he felt a desire^ and which he experienced in tho 
natural an4 m^9X vmy. He felt hia situation m 
wretched* that be came to London detetmined to sub^^ 
mil to any tAung which might place his life even im 
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jeopardy, if the hope of i 
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The followiDg IB the case of H. H. Burgeon, as related 
by himself. 

" I have had strictures about tea years, but suflTered 
little inconvenience from them until wtthin the Ust &ve 
years, during which time the pain and freqneacy of 
passing my mine has gradually increased, so much so 
that 1 could get but little rest of a night, being often 
obliged to get out of bed eight or ten times to make 
water ; attended with a great discharge of matter from 
the urethra, and tbe urine depositing a thick mucous 
sediment immediately it was passed. The attacks of 
ague which I have had at irregular inlervab for the 
last five years, increased in frequency and violence as 
the strictures got worse, sometimes having them once 
or twice a week for the last two years, and an attack 
always followed the introduction of a bougie. All the 
remedies tried for the ague had no effect in preventing 
them, until I placed myself under tbe care of Mr.G uthrie 
in March. On theSlst of March Mr. Guthrie divided, 
at my desire, the first stricture, which produced but 
little irritation, and the ague which came on about two 
o'clock the following morning was very slight and 
lasted only two hours, whereas before the operation, I 
did not recover an attack under twenty-lour hours, 
and I have not had the slightest return of it since. 
April 4th. Passed bougie down to the second stricture, 
and kept it in about eight hours a day. On the 12tb 
got it through the second down to the third without 
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much irritatioh ; the urine passed much better and in 
a larger stream^ and seldom having occasion to make 
water during the night. 2lst. The pressure of the 
bougie on the third stricture very painful for about an 
hour, vehen it became suddenly easy, and I temoved the 
bougie, which was followed by a great discharge of 
matter, and the urine flowed in a full sti^am without 
pain ; passed a bougie at night into the bladder with 
little difficulty, and have worn one six or eight hours 
a day, gradually increasing the size to No. 8, which, 
on the 16th of May, gave me no pain in passing it into 
the bladder. I keep it in about four hours a day, and 
can pass my urine in a full stream without the slightest 
pain or inconvenience, and consider the strictures per- 
fectly cured. I am now in much better health than I 
ever remember to have been. 



" 24tli May, 1834." 

This case shows a combination of means. The divi^- 
sion of the first stricture, which was always passable to 
a No. 4 bougie, and was k mere thread, although a 
very irritable one, removed the ague. The second 
stricture was the impassable one, and the source of his 
great urinary distress, and the cure scarcely occupied 
more than six weeks ; but then I do not consider himt 
quite cured although he does, and he ought to pass a 
bougie occasionally for some months. 

S. L. surgeon, has been severely affected with stric- 
ture for many years. At the age of thirty- two he 
6oixtracted a gonorrhoea and a swelling of the left testis,' 
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•Hudi gndmlly fielded to ibe application of ImcHs, 
fiKneotaUoaa. nann battta, aad the antiphlo^scic te- 
gimen. Soi»e months snhseqaent to thtt period, be 
perceived a diminiition in tt]« stream of urine and H 
frequent desire to void it, ac com pun ted witb 
, lligbt pain. A surgeon tif eminenre intmdoced a 
I boygie into (he urethra, when it was ascertained that a 
ricture exiBled at its bulbous portion. The treatment 
I trith the commoo bougie on (he princijile of dilatation 
a directed, and ita application persisted in until the 
■trictured part was dilated to its ordinary diamKer and 
he appeared perfectly cured. A bougie was occasioo- 
klly introduced for some weeks, and as the urine flowed 
perfectly free and without pain, its further use vraa 
diKontinued. In hia thirty-sixth year symptoms of 
stricture again made their appearance; he made vmtet 
more frequently than usual, attended wilh pain during 
its expulsion, a heavy Bensalion in the perineum, and 
a mucous discharge front the urethra; recourse Was 
again had to dilatation of the stricture, which was gra- 
dually effected, and the discharge from the urethra had 
nearly ceased, when by exposure to cold he was 
attacked with a complete retention of urine. The pa- 
tient being at the time in Paris, M. Dupuytreo was 
sent for, who introduced a dexible catheter into the 
bladder and drew off about sisteen ounces of water, 
which gave great relief. The catheter was retained in the 
bladder for three days and then withdrawn, and replaced 
by one of a larger size, which was continued for three 
days more ; a bougie h ventre of two and a half lines 
was introduced an inch through the stricture every night 
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for some weeks, until the uiine passed naturftlly und in 

a fall stream, when the patient was pronounced cured. 
lu less, however, than twelvemonths, all the symptoma 
of stricture returned with increased force, and as it 
was DOW evident the treatment by dilatation alone 
could only procure temporary relief, the patient W88 
induced to try the method by caustic practised by 
Monsieur Pasquier according to Ducamp. Having 
ascertained with a soft bougie the seat of the stricture, 
the caustic was applied, and on the third day fallowing 
and the two succeeding ones, a wax bougie was passed 
down and beyond the stiicture about an iuch, and re- 
tained there for the space of an hour. Upwards of 
twenty applications of the caustic were made to the 
stricture, followed by the dilatation, until at length tha 
bladder became irritable, and thislreatmentwas discon- 
tinued : he now made water very freely and little or no 
pain, and a bougie i ventre of three and a quarter lines 
passed freely through the stricture. By the applicntioa 
of warm hip baths, opiates, and country air, the irrita'- 
bility of the bladder soon suVided, but a slight dia* 
charge from the urethra continued ; a tolerable sized 
bougie was occasionally passed through the stricture, 
and the patient enjoyed a comfortable state of health 
for some years. April 1 232. Although the occasional 
use of the bougie was persisted in, all the syoiptOnis 
of stricture had again appeared ; frequent desire to 
make water, voiding little at a time, and that with 
difficulty and in small rjuantity, urine turbid, and on 
standing deposited a quantity of mucus, constant 
discharge from the urethra, the testis painful to the 
tmioh, Cxtendiug up the BpermaUc oord> and on expo- 
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•ure to cold the patient was threatened with a retention 
of urine, and which took place on the 22d of this moDth. 
Mr. Guthrie was now applied to, and introduced with 
little resietaDce from the stricture a smnll silver ca- 
theter into the bladder and drew off about fourteeu 
ounces of limpid urine; the patient made water in 
Bniall (juanlities dining the night, attended with strain- 
ing and considerable pain: the catheter was introduced 
everysecond or third dayfor some time and opiates given 
at night. In June following, he made water in a I irger 
stream and less frequently, but the introduction of a 
large sized catheter or bougie caused a retention of 
urine, which was only overcome by paNsing a unall 
catheter. The pains in the testes and spermatic cord 
Btill continued, tnd the discharge from the urethra and 
mucous deposit in the urine little diminished. The 
head now began to sympathize with the testes, the 
patient being seldom free of pain in the head and beat- 
ing of the temporal arteries ; leeches to the temples 
and cupping at the nape of the neck seemed to do 
barm and were discontinued. Calomel and opium, pU. 
hyd, et extract. eonii,and various other remedies, were 
given with no better success. September 1833. The 
affection of the head and the pahiful sensation of the 
testes, although relieved, are still present; the patient 
makes water more freely and less frequently ; the dis- 
charge from the urethra and mucous deposit in the 
urine nearly the same. The argentum nitratum has 
been several times applied with the view of taking off 
the irritability of the stricture without the least benefit; 
each application produced a retention of urine, which 
was only relieved by passing a small bougie dowa or 
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through the stricture. January, 1834. In consequence 
of a retention of urine, caused by the passing of a 
metallic sound through the stricture, Mr. Guthrie in- 
troduced a small elastic catheter into the bladder and 
retained it there for some days, the patient making 
water through it. Warm hip baths ordered twice a 
day, and half a grain of the acetate of morphia at night, 
attention being paid to the state of the bowels. The 
flexible catheter was now withdrawn, and another of 
a larger size introduced, so as to prevent the urine from 
passing over the stricture : this treatment gave great 
relief. A hollow elastic bougie, which only passed an 
inch through the stricture, was now substituted for the 
gum catheter, the patient making water by the sides 
of it; the warm hip baths and opium continued. After 
this method had been pursued for some days a very 
perceptible benefit took place ; the patient made water 
less frequently, the pains in the head and testes gradually 
dinunished, and from having restless nights and loss of 
appetite, he had now some quiet nights and a relish 
for food. The bougies were gradually increased in size 
and occasionally withdrawn for an hour or more during 
the day, and then replaced; as the patient became 
easier and made water vnthout pain, the bougies were 
only occasionally introduced. May, 1834. The pains 
in the testes and head have gone off; the patient can 
retain his urine all night, little or no deposit takes 
place on its standing, and during the day he makes 
water in a natural way ; a slight discharge from the 
urethra continues ; his general health, which suffered 
much during the last two years, is nearly restored, 
and he now can pass freely a hollow elastic bougie 

p 
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(No. 9), and which he will continue to do every third 
day until the diameter of the canal is of its natural 
size ; but being careful never to give rise to irritation^ 
by trying to do more than the part will bear. 

The argentum nitratum, used in this case for the 
removal of the great sensibility of the stricture, only 
rendered it more irritable, and the potassa fusa failed 
in a similar manner ; but I by no means wish to imply 
by this, that both remedies do not occasionally remove 
and destroy an excess of sensibility in particular spots 
of the urethra in a very satisfactory manner. 

Stricture in the female urethra is of rare occurrence, 
from the nature and single function of the part;, 
and when it does take place, it is to be treated in a 
similar manner, and the method by dilatation usually 
suffices. The meatus externus sometimes becomes 
unusually sensible ; a complaint which is best removed 
by the argentum nitratum, either in substance or in 
ointment, or by jthe cupri sulphas. Small tumours 
affecting the same part may be destroyed in a similar 
manner, or by the scissors ; but females usually prefev 
the ligature, the recommendation of which is more 
acceptable. 

In conclusion, let me beg you will never forget,, 
that no one method of treatment will succeed in every 
i nstance, and that he is the best practitioner who can 
^vail himself of, and duly apply, the various meana 
with which he is acquainted to each particular case.. 
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The prostatic part of the urethra is subject to irrita- 
tion and inflammation in young persons, occasionally 
ending in abscess of the prostate gland; but these 
complaints are rarely idiopathic, and occur for the most 
part from the extension or metastasis of disease from 
the anterior portion of the urethra, and are generally 
curable. The diseases, on the contrary, which afflict 
«lderly persons, usually originate in the gland, with 
little reference to the urethra generally, are by no means 
so well understood, and rarely admit of a cure being 
accomplished, although the symptoms and sufferings 
of the patient may be greatly relieved. 

In young persons, the membrane lining the prostatic 
part of the unethra may be alone affected as a conse- 
quence of gonorrhoea, in which case it will be either 
from acute or chronic inflammation, and in both usually 
extending, in a greater or less degree, to the orifice, or 
even into the neck of the bladder itself. When the 
ioflammatioa is^tcute, the patient is sensible of a great 
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alteration of the symptoms ; instead of a considerable 
discharge with little pain, and Uiat little confined to 
the anterior part of the urethra, the discharge nearly 
ceases, or is greatly diininished in quantity ; the pain 
IB now referred to the perineum, and, a^ the patient 
expresses it, to the neck of the bladder. He complaiofi 
of pain above the pubes, which is more or less perma- 
nent ; of a constant uneasiness deep in the urinary 
passage, which is frequently augmented to an irresis- 
tible desire to make water, and which gives him great 
pain from the moment it passes from the bladder. The 
tenderness in the perineum is considerable, accompanied 
by a disagreeable sense of fulness, which prevents the 
patient sitting comfortably unless on a soft cushion ; 
and there is an uneasiness and weight about the hips 
and left thigh, which causes great lassitude, and in- 
creases the anxiety of the patient, who feels otherwise 
ill, and has the usual symptoms of general irritation. 
The inflammation has, in this case, been suddenly ex- 
tended to the prostatic part of the urethra, and should 
be subdued by general aa well as local antiphlogistic 
If the person is young and plethoric, blood 
should be drawn from the arm: twelve or fourteen 
ounces taken away in this manner often give greater 
relief than any thing else ; and if followed up by a hot 
at 10U°, in which the patient should be kept 
until he nearly faints, will often alone effect a cure. If 
the attack is severe, cupping on the perineum and 
on the sacrum should be adopted ; and leeches should 
pplied above the pubea, more particularly when 
pain is experienced in that situation. In fact, active 
depletion, and more particularly local depletion, always 
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does the greatest good in these acute attacks of in- 
flammation in young persons, whilst, in elderly indi- 
viduals, when the symptoms are nearly as urgent, 
although the inflammation is not perhaps so acute, and 
more confined to the bladder, its efficacy is sometimes 
doubtful, the relief obtained being evanescent, the debi- 
lity permanent. In these cases (and they are not rare) 
I believe the difference to be this : in the young per- 
son, the inflammatory action is not accompanied, or has 
not been preceded, by any change of structure, whilst in 
the elderly man, a change of structure has been slowly 
going on, upon which the inflammation has supervened. 
If the inflammation is temporarily arrested by the de- 
pletion, it almost immediately returns, as the cause 
which induced it continues to exist, and assists in its 
rej^duction. 

Opium, and particularly morphia, is a most valuable 
remedy after depletion : it allays irritation, and assists 
materially in the removal of the inflammation. The 
various preparations of it may be given internally, or 
they may be used per rectum, in the proportions I 
usually recommend, of twice the quantity ordered for 
a pill or draught, and which is to be^ injected in a small 
quantity of starch or gruel, not exceeding two, or at 
most three ounces. It must be repeated from time to 
time, so as to keep the irritation under command, and 
its constipating effects should be obviated by an occa- 
sional enema of hot water administered previously, and 
by small doses of castor oil, or some other gentle ape- 
rient medicine ; for drastic purgatives are not useful in 
acute inflammation of the prostate, although active 
purgation is advantageous in chronic disease of this 
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organ. The recumbent position should be obaerre^, 
with the hips rather miaed than otherwise. In yoong 
persons it will rarely be necessary to introduce a cathe- 
ter, unless suppuration is about to take place, add 
there \% a retention of urine, when it shonld always, 
under such circumstances, be a small and very flexi' 
ble instrument, which is to be witlidrawn immedi- 
ately. A catheter is frequently allowed to rem^n in 
the bladder, when the inflammation is in a chronic 
state, with advantage; it is always injurious when 
the inflammation is acute; but is irequently useful 
when there is irritation without inflammation, if that 
peculiar state can be duly ascertained. The hot bath, 
■»ed generally aa well as locally, gives considerable 
relief; and the constitutional derangement, or the 
febrile syraptomB, must be attended to in the usual 
manner; all food being withheld, and the drinks al- 
lowed being of the most bland and diluent nature. 

When, from the continuance of the disease, the 
occurrence of rigors, and the increase of the febrile 
symptomB, the augmented sense of fulness and tension 
in the perineum, and the greater difficulty of making 
water, the formation of matter may be presumed ; an 
examination per rectum will often give considerable 
information, in addition to the swelling which may be 
perceived externally. It is very desirable the abscess 
should neither break into the rectum nor into the 
urethra, nor that the matter should insinuate itself 
behind the bladder, nor indeed go anywhere except to 
the surface. The same precautions should be observed, 
and the same practice followed, as in abscess by the 
Mde of the rectum, by making an early puncturo. If 
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matter should not follow on the first day, it generally 
will on the second ; and the straight sharp-pointed bis- 
toury should be used for this purpose, and pressed on, 
from the perineum through its deep fascia, by the side 
of the urethra, and above the rectum, until the surgeon 
is assured that it has penetrated the swelling ; the flow 
of 4uatter from which will prove the fact, and the slight 
l>leeding which will ensue must under such circum- 
stances do good. An abscess which is opened in this 
way, or which opens of itself in this manner, usually 
heals with little difficulty. If it opens into the rectum 
it is always a serious matter, and it is by no means 
readily cured when it bursts into the urethra. If it 
passes behind the bladder death is often the result, 
after a very prolonged illness^ of which I have seen 
some very unhappy examples. 

Chronic abscess of the prostate, or rather an abscess 
the result of a lower or more chronic inflammation, is 
a much more frequent disease, occurring generally 
from forty to fifty, and even to near sixty years of age. 
It is usually the consequence of stricture, but is not 
always so ; and is generally complicated with inflam- 
mation of the mucous membrane of the bladder, and 
ultimately with disease of the kidney, by which the 
patient is destroyed when the disease proves incurable. 

One of my earliest friends was thirty years ago 
attacked with uneasiness in the back part of the 
urethra^ a great desire to make water and pain on 
passing it, without any discharge, but with a sense of 
fulness in the perineum, of weight in the hips and 
loins^ and the uneasiness was increased on evacuating 
the bowels. I attributed this to the irnt?.tion origin 
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from sitting continually with a lucly to whom he was 
much attached, and whom, for the best of all possible 
reasons, he could not marry. This lasted three weeks, 
before it was removed by a strict antiphlogistic plan 
of treatment. He had another attack, at Lisbon, in 
1809, which yielded in a similar manner; and he was 
quite aware of the diflrer«nGe between this diaeose and 
a common gonorrhcea, a disease he had contracted in 
the interval two or three times, and had been cured in 
the usual way, the last by commencing immediately 
with small doses of copaiba, and increasing the quan- 
tity until the cure was completed, after the manner 
that baa been since recommended as new. In 1817 he 
had another attack which was more obstinate, but 
ultimately yielded to a similar treatment, with the 
addition of a mild course of mercury. After this he 
married, and remained well for several years, but 
nnhappily became a widower, and some months after- 
wards had a return of bis complaint without any very 
evident cause. All the nsual remedies now failed, and 
his disease gradually increased. During three years, 
he consulted all the most eminent surgeons in London, 
and at last died, completely exhausted, undt;r the care 
of Dr. Prout. On opening the body, I found the 
prostate almost an empty sac, having been the seat 
of several abscesses conununicating with the urethra. 
The internal surface of the bladder was in a state of 
chronic inflammation, but without ulceration, although, 
from the pain at the extremity of the penis, aud the 
amazing quantity of discharge, almost apparently of a 
purulent nature mixed with the urine, considerable 
ulceration was expected. The ureters were mucb 
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enlarged, and the kidneys diseased, that of the left 
ude particularly being enlarged, softened, aud, on cut- 
ting into it, found nearly an empty lobulated bag. 

When a stricture has been of long standing, and fre- 
quently impassable, accompanied by great straining, 
and occasionally even by retention of urine for hours, 
abscess in the prostate is of common occurrence ; and 
the formation of matter is often accompanied by such 
well-marked paroxysms of fever, as to resemble and to 
be. taken for ague. In some instances the fits became 
even regular for a time, and again irregular. 1 have in 
the museum several preparations showing this fact. In 
this particular one, in which the prostate seems to 
hang in rags, abscesses extended up between it and 
the back of the bladder and rectum ; and would have 
killed the patient, if he had not been cut off by ulce- 
ration of the gall-bladder, through the irritation of a 
large gall-stone. The disease in this case was origi- 
nally stricture, and the quantity of matter discharged 
at intervals, together with the particular uneasiness 
and tenderness of the prostate on examination per 
rectum, marked the disease, with which the bladder 
also sympathised. 

The following case of a physician, a friend of mine, 
who has been under my care during the whole of his 
illness, drawn up by himself, is an instance 1 have 
always told him of abscess of the prostate; and, if 1 
outlive him, I am to ascertain the fact. 

" Feb. 15, 18;}0. — Nearly seven months ago, while 
riding on horseback in the country, I was surprised 
one morning to find that I had frequent calls to make 
water without any obvious cause ; and that the con- 
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tenlH of the bladder were expelled with force, aa if I 
had been takiii{r n strong diuretic. The urine, too, 
was of a wheyish colour, unlike the thin, colourless, 
traneparent fluid I had been in the habit of passing in 
the forenoon. The^ syniptOBis continued upon me, 
and were attended in th« course of a few days with 
ardor urinee and pain in expelling the last drops, like a 
wringing tenesmus of the bladder, whenever, more 
especially, 1 mistook the call, and went to make water 
with only a small quantity in the bladder. Daring 
my whole life I have bad a highly sensitive irritable 
urethra ; and having, about ten days previousily, Ijeea 
atleoipting to take od of turpentine for ophthalmic 
infiammation, which 1 was quickly obliged to discon- 
tinue on account of the ardor urins thai: it induced, 1 
attributed the symptoms to some remaining etl'ects of 
that stimulus ; and attempted to subdue them by 
warm-baths, camphor in large doses, liyoscyamus, 8cc. 
but without success. As 1 had once in my life, thirty 
years ago, suflered greatly from stricture, which was 
finally relieved by the peraevenince of Sir E. Home 
with the caustic bougie, my friend Mr. Guthrie had 
little doubt of my symptoms being caused by some 
return of that affection ; but a small-sized instniment 
passed readily, and the stream of urine has never been 
much ditntnished or obstructed. Ever since that time 
till very lately, 1 have been a miserable invalid, suffering 
at times the greatest distress from irritation, appa- 
rently in the urethra, and the spasmodic wringing 
tenesmus (bearing down) of the bladder above de- 
scribed ,- and I cannot satisfy myself or believe that 
any plui of treatment, whether the antiphlogistic, tJie 
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antispasmodic, the alkaline^ the alterative^ or the sti- 
mnlant (with copaiba, &c.)> after the fairest trials, 
were ever of the smallest service to me. No matter 
what plan I foUowed, or however rigorously pursued, 
the quantum of distress was just the same, and the 
relapses or accessions and paroxysms, without any 
discoverable or even to be imagined cause, just as 
frequent. 

For several months an instrument, on passing into 
the bladder*— which has often been done to ascertain 
the state of the passage, and to sound for stone -*- al- 
ways caused the greatest pain when it entered into 
and passed through the prostate portion of the ure- 
thra ; and Mr. Charles Bell, on examining the prostate 
gland, thought he could distinguish a small pouch or 
abscess there, as fkr back as three months ago. Lat- 
terly however, at a subsequent examination, that gland 
appeared almost healthy and natural, yet the symp- 
toms of distress and irritation were then greatly on 
the increase. The urine, from the day of the first dis- 
covery till very lately, had not once bien natural ; it 
was then of a wheyish colour ; it became afterwards 
either albumitious or muco-purulent, frequently in a 
very high degree. The best appearance was like a 
mixture of honey and water, or rather of honey adul- 
terated with wheaten flour to make it white ; at other 
times, and then I always suffered greatly, it was 
actually purulent, like the sanious contents of an ill- 
conditioned abscess ; at others, again, the last drops 
only were thick and white as cream, but it never was 
woolly or soapy. My state was that of a patient suf- 
fering more or less irritation at aU times in the urinary 
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and never kltogetber free from tfitewiM 
«f the bhkdder, with an acceMioD or rebpM into 

great raRenng and diitress aboqt eveiy week or ten 
dayi, when there waa always a great diachmrge of 
muco-purulent sediment. After these 1 genetally ob- 
tained coniparetjre cane ; but 1 poasewed no power 
orcr their recurrence, which, for sereral months, ac- 
tually Heeined to be regularly periodical, rather than to 
depend upon any oauseft of exposure to weather or 
excitement from excrciBe or fatigue ; for the worst of 
them happened white nursing myself with the greatest 
care, under the most approved modes of treatment, 
and what I cannot account for, when I hare heen re- 
posing in bed after the middle of the night, or earlier 
in the morning when indulging on my aofa. £ven 
now, when my symptoms are so much mitigated, if 
there bu the smalleflt tendency to relapse or irritation, 
it is between the hours of three and six in the morning 
that I feel the symptoms, in frequent cells to make 
water, with uneasiness in the urethra. At my worst 
times these were attended with distinct heavy throb- 
bing, so severe that I could have often believed the 
hiailder itself was in a state of suppuration. Such 
was my condition when, about three weeks ago, under 
tho advice of Mr. C. Bell and Mr. Guthrie, I under- 
took tu inject the bladder with warm water through 
im <!luatic gum catheter, which I had attempted re- 
peatedly before with the silver instrument; but the 
prostatt! portion of the urethra would not bear the ap- 
plication. It gave immediate ease; and by perse- 
verance with tho same once, sometimes twice, in the 
day, tho urine, in the course of a lew days, actually 



On Abscess of the Prostate Gland. 221 

became healthy^ the bladder could retain, without 
pain, twelve, thirteen, or fourteen ounces of urine, and 
I became freed, as nearly as possible, from the symp- 
toms and feelings of disease. The change was so rapid 
and extraordinary, so much beyond my expectations, 
and the failure of every other plan of treatment, how- 
ever skilfully conceived, had been so remarkable, that 
I could scarcely bring myself to beUeve or understand 
how the simple injection of warm water could have 
wrought such a miracle. Its truth, however, I con- 
sider to be established from the fact, that whenever I 
perceive the smallest tendency to relapse, which, in 
the sensitive state of my urinary organs, I am sure to 
feel on exposure to fatigue, the inclemency of the 
weather, neglect of my bowels, or departure from the 
strictest regimen in my diet, the warm water then is 
my sheet anchor of safety, giving the same relief as it 
did on the first application. 

" June 8th, 1834. — My last report was dated Fe- 
bruary, 1830, now more than four years ago, when I 
flattered myself I had almost obtained a cure by in- 
jecting the bladder with warm water ; but this relief 
did not last, and I idtimately found this remedy as 
inefficacious as all the others I had tried* The Pa- 
reira brava, buchu, uva ursi, the parsley brixton, galls, 
8ic« were all brought into play in their turn, and all 
seemed to give some relief at first ; but in all the relief 
was transitory and fallacious : the best of them seemed 
to be of the pepper tribe, such as the cubebs and the 
capsicum ; but these too have long been discontinued 
as useless, and given place to the steady use of opium, 
from which I have derived greater comfort, and 
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been enabled to take exercise and enjoy life in a de- 
gree I never expected in this world. My dose is now, 
and has been lor montlis past, a steady one of one 
grain moming and eveoiug ; and when attacked with 
irritation, I repeat it to as far as three or lour times 
that amount if necessary*, almost always with complete 
relief. I am not cured, and at luy age (61) I never 
expect to be; but when I compare my situation now 
to what it was several years ago, I am most grateful 
for the improvement. The urine now is seldom muco- 
purulent; through the day it often, indeed generally, 
exhibits, more or less, flakes of albumen floating 
throughout the mass, and cannot otherwise in any way 
be called foul or unhealthy, except in the morning, 
when it is uniformly more loaded with mucous de- 
posits, and less healthy in appearance than at any 
other time. It ie then, too, just before getting up on 
first awakening that I have always more irritation and 
uneasiness than at any other time of the day ; but at 
present I can throughout the day retain without dis- 
tress, ten, twelve, and fourteen ounces of urine, and I 
am seldom disturbed more than once in the night to 
make water. I recollect nothing else worth mention- 
ing, except that when I pass a catheter I feel uni- 
formly exceasive tenderness and pain as soon as the 
instrument enters the itiembranous portion of the 
urethra ; and that there is generally, more especially 
in the morning, a slight discharge of ropy mucus at 
the orifice of the urethra, such as is perceived at the 
termination of the cure of gonorrhcea. For the en- 
couragement of others similarly distressed, I ought 
also to add, that in all the former part of my life I 
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considered opium to be a drug so inimical to my con- 
stitution, as to be inadmissible under any shape. It is 
now my sheet-anchor, and has proved as useful to my 
general health as it has been beneficial to my local 
disease.** In the beginning of 1834 the urethra waa 
scarcely pervious to a No. 3 catheter^ which I passed 
with difficulty, in consequence of the return of the 
old stricture. This gentleman is now in good health 
and good condition, capable of enjoying himself at 
table with his friends, and will, I hope, long continue 
to do so. 

Inflammation, followed by abscess of the prostate, 
is always accompanied by irritability of the neck of 
the bladder, and which is frequently propagated to 
the kidneys. This is best allayed by washing out the 
bladder with warm water, and by leaving in it a small 
quantity, containing from half a grain to a grain 
of the acetate of morphia. The soundness of the 
bladder is perhaps best shown by its capability of 
containing from eight to twelve ounces of urine at 
a time : but it is difficult to discriminate between 
that irritation of the neck of the bladder which arisen 
from sympathy with disease of the kidney, and that 
which occurs from disease of the part itself; and it is 
more difficult at a later period to ascertain which was 
the primary disease. If there be stricture of the ure- 
thca» it should be gently dilated, and the irritation 
may be removed by the means I have pointed out ;. 
but the bougie, or dilating instrument,, must not re- 
main or be passed into the prostatic part, unless the 
patient cannot make his water, or the doing so is ac- 
companied by more pain than the passing of the in- 
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strutnent, which shouM be the guide for our instruc- 
tion. Few patients can beaT a catheter in the bladder 
under tlieee circumstances ; and the occaitioaal use of 
it must depend on the feelings of the patient as to the 
advantages derived from it. 

A Htrumous habit has been supposed, by Sir 
Charles Bell, to render persons more liable lo this 
complaint ; but I have not observed that it does so, 
excejit in those persons who may suffer from it in 
early life. In the middle and later [wriods 1 do not 
think 8crofula has any thing to do with it. When the 
matter of the abscess has been discharged, change of 
air, particularly to the sea side, quiuine, sarsaparilla, 
galls, the turpentines and balsams, all in very small 
doses, so as to be scarcely diuretic, and always to act 
as it were imperceptibly, often do good ; and the pa- 
tient should preserve as much as possible the hori- 
zontal posture, avoiding all unnecessary excitement. 
The advantages to be derived from the steady use of 
opium are too clearly shown, in the preceding case, 
to be disregarded. 

The prostatic part of the urethra and the neck of 
the bladder are often affected in middle-aged persons, 
and sometimes in young ones, by mere irritation or 
low inHamniation, which gives rise in both to trouble- 
some symptoms. In young persons it is more usually 
from the sequelEe of gonorrhcea; in elderly ones it more 
often arises from the irritation of the urine, which is 
secreted of an undue and irritating quality, depending 
on a faulty state of the stomach and bowels. 

When it follows a gonorrhtea, or has existed for some 
time as a consequence of it, the cure is to be a 
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plished by strict attention to the general healthy diet, 
and exercise, and by the use of the bougie. This is 
to be used only after an interval of three or four days^ 
and should be a very soft one. It gives great pain on 
passing through the prostatic part of the urethra, and 
the point of the bougie comes out in all probability 
tinged vfith blood and matter. After two or three 
trials, a little purulent matter oaly is observable, and 
by a continuance of its use a cure is generally 
effected ^ but the patient is liable to a relapse, unless 
he is very careful to avoid all exciting causes of dis- 
ease, and particularly that of intemperance. In some 
obstinate cases, where other means have failed, I have 
reaped advantage from the use of mild stimulating and 
sedative applications to the part affected, through the 
medium of a hollow bougie, in the manner I have al- 
ready described. In every case of disease of the 
urethi*a, great advantage and oomfort will be derived 
from fomenting the perineum twice a day with a large 
sponge which has been dipped in hot water, or by sit- 
ting for a few minutes in the hip-bath. 
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Oil the Chronic Enlargement of the Prostate Olaiid. 
This disease is, as liir aa we know, produced by those 
changes which take place ia the body in its natural 
progreas to decay, being commonly observed to a 
greater or less extent in all elderly men. It occurs in 
BOnie at a much earlier period than in others, does not 
appear to depend on any previous irregularities of life, 
or scarcely to be influenced by them; and as it does 
not take place, or has not been observed in the corpus 
gloLosum or prostate of the female, which is destitute 
of a secreting structure, this part may reasonably be 
Supposed to be the texture in which the peculiar change 
takes place constituting the disease. 

It was formerly presumed to be of a scirrhous or 
malignant nature, from the hardness which occasionally 
accompanied its formation; but as it has not been 
observed to communicate an influence of this kind to 
the neighbouring parts, or to any other analogous tex- 
tures of the body, which usually suffer from malignant 
diseases, the idea has been abandoned. The only exten- 
sion of a similar disease that I have observed has been 
of an apparently chronic suppuration, of a scrofulous 
character, of the nearest absorbent glands, I have seen 
this in only two instances, and the first occurred in an 
old man in Wardour Street. The prostate was larger than 
a closed hand, had partaken ofacheesy-Hke suppurative 
process of this kind, and the whole pelvis was nearly 
nlled up bv a mass of disease of a similar character. 

a the more common kind of enlargement, tiie part is 
rather soft than hard, yielding a little to the touch, 
but is not elastic or springy, like a spongy tumour. The 
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enlargement is somedmeB but trifling, in which case 
the prostate retains its natural shajie, and merely pro- 
jects a little into aod around the orifice of the bladder; 
bat when it is considerable, as in very prolonged and 
neglected cases, it is often as lai^e as a full-sized orange. 
One lateral half is usually much larger than the o^her, 
and protrudes into the bladder, giving rise to one or 
more projections, which cause great distress to the 
individual. The lefl side, 1 am led to believe, undergoes 
this change more frequently than the right, although no 
satisfactory reason can be given why it should be so ; 
and whilst one projection is directly backwards and 
iRwards, it sometimei^ is seen to form a second imme- 
diately behind the orifice of the bladder, and which is 
frequently supposed to be an enlargement of that part of 
the gland behind the entrance of the vasa deferentia, 
and which has been called by Sir E. Home tlie tliird 
lobe. Without denying that a third or middle lobe 
exists and is occasionally diseased and enlarged, con- 
stituting a projection of an apparently similar nature, 
I am of opinion that it is of more infrequent occur- 
rence than has been supposed. That it is, in fact, not 
always the third lobe alone in a diseased state, bat a 
continuation of the enlargement of the lateral lobe. In 
the lithograph drawing, p. 230, a disease of this kind 
is represented: the third lobe appears to be projecting 
in a very distinct manner into the bladder immediately 
behind the orifice of the urethra, and the enlarged left 
lateral lobe is also seen protruding into it, and forming 
a second projection by the side of the first. Dissection 
from behind, however, shows that these two projections 
are formed by the same part, viz. the left lateral lobe, 
and that the smaller pyriform one is not formed by a . 
distinct third lobe. 

y 2 
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1 have itaiil, page 21, that the lateral lobes are 
funned in the foetus each in two parts, that between 
the Tourth and fifth month the two internal parts unite, 
^ and tlic proKtale iti then compoBed of three parts, which 
I between the sixth nnd the eighth month lose their sepa- 
rate form and beeonie one substance. When the gland 
is in advanced life thi; uubject of disease, I suspect 
theBe different lormatioiiB may take it on separately, 
80 aa to render the parts again more dislinct. For in- 
itance, the left lateral lobe in the lithograph drawing 
appears when whole and cleanly dissected from be- 
hind, to be one continuous lobe, but when cut into in 
the length of the projection, it seems to be formed of 
three glandular parts united by a peculiar cellular 
Itructure, so as to forui apparently one body. The 
nipple-like process called the middle lube is one, the 
connecting bank is another, and the lateral lobe ia the 
third ; whilst on the opposite or right side the second 
is not developed, so that four apparently distinct glan- 
dular parts are to be perceived with their connecting 
media. 

I have also said, page 2\, that the portion of the 
gland nearer to the bladder than the ejaculatory ducts, 
forms a sort of bar or connection between the two 
lateral portions, and this part sometimes takes on 
did'erent forms, and is called the middle or third lobe, 
When the whole gland is diseased and enlarged to a 
great size, it appears distinctly behind the ejaculatory 
ducts, and to be more intimately connected with the 
left than the right lobe : to be, in fact, at the upper 
and outer part united with it, whilst it is not so with 
the light lobe, nor at the under part. The channel 
for the urine and for thi; catheter, is on this account 
perhaps situnlcd to the right side, between the right 
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lateral lobe and ihe nipple-tike projection, lalher than 
to the left; but this subject requires further and more 
minute investigation. 

When the prostate becomes diseased, it does not de- 
scend and bulge so much into the rectura, as would be 
the case if the enlargement were equal in all directions; 
but it rather ascends and projects backwards and 
inwards, the bladder giving place to the enlarge- 
ment rather than the rectum. The increase up- 
wards of the prostate has also a particular effect 
upon the urethra, which is augmented in size with it, 
from its anterior lo its posterior wall, and thus becomes 
a deep and narrow instead of a circufar canal. This is 
shown in the drawing, p. 230, in a very distinct manner, 
and the size, and the quantity of urine which might 
lodge in it may be estimated,, by supposing the two 
surfaces which have been slit open to be apphed to 
each other. The letter / marks a hole made by the 
improper use of the catheter in the under part of the 
membranous part of the urethra. The letter g the 
commencement of another to the right side, and nearer 
to the prostate. The letter e several bruised spots at 
the neck of the bladder, and to the right side of the 
smaller projection. These were made by the point of 
the catheter on its being forcibly carried into the 
bladder. When the parts were removed from the dead 
body, and the man died the day after he was admitted 
into this hospital, the catheter could not be made lo 
pass these spots without some force being used 
at the moment of depressing the handle of the instru- 
ment, the point of which went below the projecting 
central part of the prostate, into the deep sulcus formed 
below it, and between if and the floor of the urethra. 
When, on the contiary, ihc point of the catheter was 
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' uade to glide along, and to raise the upper but! 

I tfie urethra, it slipped into the bladder with tolerable 
e. 1 apprehead and hope that the contemplation 
of this drawing will not ooly demonstrate to the student 
the Btate of parts in such cases, but iraprcsa on hia 
mind the course the catheter should take, or be made 
to take, iu all similar cases, in order to enter into the 
bladder without doing mischief. 



PLATE HI. FIG. I. 

The orifices of the ureters. 

The left lateral lobe of the proBtate. 

The right lateral lolie. 

Tlie third lobe, or projection coin muni cat! Dg with the 

lateral lobe. 
Several bruis;^ apo^ cniued by the catheter on enterin); 

the bladd«r. ' 
A hrfe mode by the poittl of the cathetei in lie u»der pari 

uf the iucmbranou9 part of the urethra. 
. The commencement of another hole nearer to the proa- 

tate. 
A line drawn across the entrance of the ureten. 
A line drawn acroes the upper edge of tlie prajectiorts of 

the prostate into the bladder. 

m.G. II. 

A back view ofthe mme preparatUm. 

a. A line drawn across the entrance ofthe ureters. 

t. A line drawn across the upper part of the projection of 

the prostate behhid, ahowing the-sarae distance between 

the parts as in the anterior view. 

This drawing should be compared with that described pe^e 33, 
;u order to show the difference between the two diseasea. 
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When one side of the gland only is niEiterially en- 
larged, it presses against the opposite side, and carries 
the urethra with it in a more or less oblique or tortuous 
direction, constituting one of the kind of cases in which 
an elastic gum catheter will pass very easily, without 
a stillet, when it will not do so with it, and is one in 
which a silver catheter should never be used. This 
state is generally discoverable by an examination per 
rectum. 

The effect of these enlai^ements is first, to lengthen 
the urethra, so as to render a long catheter necessary ; 
secondly, to deepen it, so that it may sometimes con- 
tain within the boundary of the prostate a small quan- 
tity of urine, which may run through the catheter 
before it enters the bladder, and thus deceive the in- 
experienced surgeon. It deepens the curve of the 
urethra from the apex of the prostate to the neck 
of the bladder, which may, and generally will form 
another obstacle to the passage of an instrument, whe- 
ther it be from an enlargement of the third, or the 
lateral lobe, or firom a valvular, membranous, or solid 
bar drawn across it by the very unequal enlargement 
of one lobe. Lastly it throws the channel to the right 
side in most cases, which should be recollected on pars- 
ing the catheter into the neck of the bladder when 
any obstruction is felt. 

The true chronic enlargement of the prostate is 
usually slow in its progress, and may attain to great i 
size, and continue for many years without doing much i 
mischief. When even it does become troublesome, it 
is rarely on account of the disease with which it is 
affected, but in consequence of that which it induces 
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priiDarily in the bladder, and seeoadarily iti ibc uriuary 
organs. It w not ciimble although it is frec^ueotly 
very r«b«vable, and if attended to ia itu early 
stages, its progress may in geneml be arrested. It \& 
therefore of the greatest importance that elderly men 
should pay attcntioa to the manner in which their 
urine is evacuated, and that they should cease to en- 
tertain the opinion, that a alownefts and a difliculty in 
passing their water, are the aeceseary and irreme- 
diable consequences of an advanced period of life. 

The symptoms of chronic enlargement of the prostate 
rendering the existence of such a complaint known to 
the patient, often come on suddenly. He usually 
awakes early in the morning with a strong desire to 
make water, and finds, on attempting to do so, that he 
can scarcely pass a drop, that no etfort he can make 
is of the least use, although the urgency of desire 
is rapidly increasing and becoming unbearable. Id 
this emergency he sends for a surgeon, who ts nearly 
led at once to a knowledge of the complaint, by per- 
ceiving that the patient is an elderly man ; and by 
ascertaining that he has not been subject to any dis- 
ease of a samilai kind, although he has been perhaps 
long aware of some difficulty, or of less freedom in 
passing his urine than formerly. On further inquiry 
it will generally be founds that some particular expo- 
sure to cold or wet, or that some irregularity in diet, 
or in exercise, has taken place the day before, of which 
the sudden stoppage and distress have been the result. 
The occurrence of a gonorrhcea in an elderly man ha« 
often led to the development of great irritability of the 
bladder and of this disease, and is a complaint which 
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all elderly meo should most stuiiinusly avoid the risk 
of contracting ; and great sexual excitements are often 
eventually as detrimental, although they may not be 
so immediately dangerous. 

If the enlargement of the prostate should be nearly 
confined to one lateral lobe, and is not accompanied by 
a projection behind the orifice of the bladder, the 
patient does not commonly suffer from so sudden a 
retention of urine, but is led to seek for assistance from 
the gradual increase of the inconvenience and diffi- 
culty he sustains in making water, from its being ac- 
companied by pain in the gians penis and along the 
urethra, and from certain changes in the appearance 
of the urine, which convince him he is the subject of 
a disease more than is usually incidental to the com- 
mon decay of nature. 

In other cases the enlargement of the prostate is 
accompanied from the commencement by an inconti- 
nence of urine, and the patient is obliged to wear a 
bag ia order keep himself tolerably comfortable. 

An elderly gentleman was iu^ the habit of consaHtng 
me from time to time when he came to town, from a 
distant county, for the last five years, and died lately 
at the age of 79. His complaint began by an inconti- 
nence of urine, accompanied by great desire to make 
water, which ciiinc in small quantities, and was ex- 
pelled with very little force, so as to pass slowly in a 
small, broken stream. This was soon accompanied by 
a discharge of blood which tinged the urine, and oc- 
casionally by pain in the glans penis. On examina- 
tion, I found he had a very enlarged prostate ; yet a 
catheter passed with case, and drew otf a small i|iiaiL- 
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tity of water. The motions of it iii the bladder were 
impeded, on any attempt to turn it to the left side; 
and I was satiBfted he had a tumour extending into it 
io that direction, on which I lather thought ulceration 
had taken place, and from which the hleeding came. He 
was very unwiUing to have an instrument passed, and 
submitted to it twice only with great reluctance ; on 
neither occasion could 1 leel a stone, yet the impres- 
sion on my mind waR, that there was one lodged be- 
hind the projection into the bladder. But as he had 
made up his mind not to suffer any operation, and his 
general health did not warrant the recommendation of 
one, he was unwilling to have the existence of a stone 
clearly ascertained. When last in town, about a year 
ago, the whole front of Jiia shirt was wetted through 
by bloody urine, in the course of from twenty to thirty 
minutes after he had put it on ; whilst the desire to 
pass his water was also sonietiuies so great, that he 
could scarcely leave the urinal before he was obliged 
to return to it. Subjected to an attack of this kind 
one day in the street, when taking a short walk, 'he 
was obliged to go into a mews to relieve himself; but 
had no sooner attempted to leave it, than lie was 
forced to return. This being repeated several times, 
attracted the attention of some vagabonds, to whom 
the old gentleman offered money to go away ; but in- 
stead of doing this, they thought they could make 
more of him, and got the police to take him before a 
magistrate, charged with an indecent exposure of his 
person, and the magistrate very unwisely entertained 
the charge; so that he with great difficulty avoided a 
trial at the quarter sessions for an offence of which he 
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was not in the slightest degree guilty. My certificate 
of his state put a atop to it. He died nine months 
afterwards. For two moiith& previously to his death, 
his urine, wliich had always been bloody for years, 
became quite clear, and several pieces of a calculus 
came away, as if one had lieen broken in his bladder. 
At last, retention of urine came on, and a common 
catheter was passed without bringing away any urine, 
which only followed the introduction of the long silver 
one ; and he gradually sank, exhausted by age as well 
as by disease. On examining the body, the bladder 
was found to be lai^e; its walls thickened; the mu- 
cous membrane in a state of well-marked chronic in- 
flammation, although free from ulceration in every part ; 
the left lateral lobe made a very large projection into 
it, and behind the orifice, causing a deep hollow to 
be formed behind it, containing a large calculus, and 
several broken fragments, amounting in all to four 
onnces. The right ureter was more enlarged than the 
left, and contained in it a small calculus, The kidneys 
were very soft, friable, and enlarged, the central part 
being almost absorbed. The blood which passed for 
so many years was supposed to have come from one 
particular spot in the right kidney, perhaps where the first 
stope^had formed. The parts having been forwarded to 
me from the country. I measured them as follows : — 
Circumference of £tie prostate, eight inches ; length 
of the prostatic portion of the urethra two inches 
and three-quarters ; length of the left lobe, in- 
cluding projection into the bladder, four inches; 
thickness of the prostate below the urethra, in the 
middle, three quarters of an Inch ; from the same spot 
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upwards, an inch ami a half. A catheter near four 
inches longer than is used in common cases of reten- 
tion of urine was necessnry, to reach the water con- 
tained in the bladder; and seven ounces were fuund in 
it after death, whicii did not run through when in the 
recumbent position, on account of the elevation the 
end of the instrument received from the great projec- 
tion on which it rested. In this case the left lateral 
lobe seemed to form the whole of the projection into 
the bladder; but on a cnreful examination from be- 
hind, it was evident that the portion behind the eja- 
culatory ducts or the middle lobe had partaken in a 
similar manner of the disease, but was apparently only 
in connection with the left latenil lobe, and not with 

' the right, leaving therefore the channel to the right 
Bide between this lobe and the projection, as in the 

' greater number of instances. Dr. Prout was so good 
as to examine the calculi. The large one and the frag- 
ments were composed principally of lithic acid ; the 
small one of phosphate of liuie, with some carbonate 
enclosed in a thin membrane or bag, and was in all 
probability not deposited from the urine. 

From the circumstance of the prostate gland being 
intimately connected with the neck of the bladder and 
the parts surrounding it, every increase in its size must 
make some change in, or drag upon the orifice of this 
viscus, and cause some alteration in the due exercise of 
its function. The loss of the natural elasticity of the 
part, and of the power of emptying the bladder, is the 
&rst perceptible e^ect, although it mnst I apprehend be 
preceded by a certain degree of low hritation which _ 
has led to a change, however slight it may be, of 



of the Vroitute Gland. 237 

structure as well as of function. The bladder is not 
therefore duly emptied ; and it is a fact no less remark- 
able than true, that if from one to two ounces of urine 
are left in the bladder, after the patient has exerted 
himself to empty it, the desire to make it again conti- 
nues, or scarcely subsides before it returns as strongly 
as ever, and requires a similar and unavailing effort to 
expel it. So that after a dozen trials half as many 
ounces only will be evacuated ; whilst if the first two 
ounces be drawn off and the bladder is completely 
emptied, the patient will perhaps sleep for six or 
seven hourn quietly ; and wlien he awakes make the 
six or eight ounces of water at once, which he could 
only have done at a dozen trials without such precau- 
tion having been taken. You have a remarkable in- 
stance of this in J. Madden, a patient in John's Ward. 
If he draws off his water at nine o'clock at night, he 
sometimes sleeps untd four in the morning without much 
inconvenience. He doa? the same if he allows the gum 
catheter to remain in the bladder; but the pressure of 
the catheter on the orifice of the bladder seems to 
prevent irritation, and he says he is freer from uneasi- 
ness and desire when he has it in, than when he is 
without. It appears on trial that he can always 
empty the bladder of its contents, with the excep- 
tion of an ounce to an ounce and a half; but if this 
small quantity is permitted to remain on his going to 
bed, he is obliged to try nnd make his water from a 
dozen to twenty times in the same period. The 
urine by remaining in the bladder appears to acquire 
some additional irritating quality, and the bladder 
from not being completely emptied never returns to a 
quiescent state, but always remains in that of irritation; 
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this in most cases soon becomes more or less perma- 
nent until it ends in a chaage of structure, and in all 
probability in the formation of an incurable disease. 

I The first symptoms are thus accounted for ; but there 

I is soon, not only a desire to make water, but an in- 
^ility to expel it in a full stream. It comes slowly 
^d with little force, aitd at last dribbles from the 

I orifice of the urethra, or is made by drops, or with 
frequent interruptions, until at last one of the irregu- 

' (arities I have alluded to, leads to a sudden and complete 
retention of urine. This may arise from an increase of irri- 
^tion or iatlammation of the mucous membrane of the 
t)1adder, but it more usually occurs from there being also 
the nipple-like projection and bank which are forced by 
the contraction of the bladder against its orifice, and thus 
^t as a valve preventing the passage of uiinc through 
it. If the surgeon is well acquainted witli the disease, 
tjhere will be no delay in the use of the only remedy 
to be employed in such cases, viz. the catheter ; and 
the probability is, that Jio evil will result from an at- 
jtack which is thus promptly met and treated. If the 
case should be unhappily mistaken, and other means 
are employed, they only do harm by weakening the 
patient without bringing relief ; with the exception of 
purging, which is often, in elderly persons, of great 
advantage after the bladder has been emptied, or in 
fiases in which the retention is not complete. If the 
bladder is not relieved, or is relieved at too late a 
period, the patient sinks, and dies comatose; but be- 
jfore this takes place, he has suffered great pain. The 
bladder, in all cases of diseased prostate, is thickeoed, 
but is not always diminished in size ; for when there 
ia incontinence of urine from the beginning, the blad- 
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der is often enlarged and bul moderately thickened. 
It is this thickening which renders a rupture of the 
bladder ne>:t to impossible, and causes the patient to 
die of a suppression of the secretion of urine in the 
manner I have already described when on that sub- 
ject, with reference to Btrictuces of the urethra, page 
149. 

When the enlargement of the prostate has made pro- 
gress, so as to interfere with tLe free discharge of the 
urine, the internal or mucous membrane of the blad- 
der is soon affected by low irritation, which becomes 
more or less acute, the urine appears a httle turbid, 
and small threads or flocculi of fibrine arc observed 
in it ; shortly after a considerable mnco-purulent de- 
posit takes place, mixed with a glairy matter, both of 
which are indicative of the inflamed state of the mem- 
brane. The glairy matter was once supposed to be a 
particular secretion from the prostate ; but as it takes 
place occasioaally in females as well as males, it is 
now attributed to the mucous membrane of the blad- 
der. Before the disease has reached this state, the 
urine usually becomes remarkably offensive, from a 
portion of it having been long retained in the bladder, 
it is of a dark colour, highly ammoniacal in odour, 
and proves to be alkaline on being submitted to a 
proper test. This alkaline property of the urine does 
not always depend on a vitiated secretion of the kid- 
neys, which is a point of importance to recollect, inas- 
much as that state of the kidney which leads to the 
secretion of alkaline urine is tut little under the con- 
trol of medicine or of art. In some instances the urine, 
partly free from deposit, will be slightly acid, whilst the 
deposit itself shall be alkaline ; and if the bladder is 
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emptied and washed out with warm water, and a lUUe 
urine is afterwards collected, it will often be found to 
be acid ; proving that it obtains its alkaline qualities 
ttom the Becretiona from the bladder, and not from 
the kidneys. Alkaline urine, from whatever eource 
it comes, is always irritatinp; to the neck or most sen- 
sible part of the bladder 4 and the reason why decided 
relief is often obtained from washing out the bladder 
once or twice a-day is thus shown. In this tenacious 
ropy mucus or glairy matter, which is often dischat^ed 
in very great quantities, small portions of phosphate of 
lime are often deposited in white streaks, and which 
sometimes fall to the bottom of the vessel in which the 
urine is contained in the foi-m of a white powder. In 
many cases aggregation from a similar cause takes 
place in the bladder, and the formation of one or 
more calculi is the result ; so that the unhappy pa- 
tient has first an enlargement of the prostate, then 
incontinence or retention of urine, and an irritable 
bladder, and lastly a stone pressing upon an irri- 
table surface until perhaps ulceration ensues, and 
the patient dies, worn out by the most agonizing 
sufFeringa, or liis death is accelerated by repeated, 
nay continual hemorrhages. In some cases many 
stones are formed in the bladder, of a small size, 
from the same cause ; in others they descend from 
the kidneys, and cannot be expelled on accoimt of 
the obstacle offered by the prostate. In such cases, 
however, the suffering from the stone is not so great 
as in mauy others ; for the projecting prostate wards 
it off from the more sensible neck of the bladder, 
and the marked symptoms of stone are not always 
present; neither when there is a great projection, 
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can a stone always be detected. The straining to expel 
the urine, and which is often very great, frequently 
gives rise to the formation of pouches in the manner I 
have mentioned in page 27, which greatly add to the 
evils already endured, and more imperatively demand 
the use of the catheter. 

Retention of urine may also occur in this disease, in 
consequence of debility of the bladder (rom over-dis- 
tension, as well as from a positive obstruction to its 
discharge. When a healthy bladder is over-dilated, the 
detrusor muscle loses its power, and the urine cannot 
be discharged by the patient, although no obstacle 
exists to its evacuation. An injury to the spine gives 
rise to the same result. The same thing occurs some- 
times in fever, in hysterical women, and when the 
prostate is diseased, provided the coats of the bladder 
admit of dilatation, which they rarely do, unless at the 
commencement of the complaint. There is often, in 
these cases, a stillicidium urinae which may deceive, 
as it continues although the bladder is giadually dis- 
tending, and may be felt in persons not very corpu- 
lent, rising as high as the na.vel. In some instances, 
pressure on the abdomen causes the urine to flow in a 
stream, but this is not a desirable result, as it is indi- 
cative of a state of great danger. In all these cases^ 
the bladder should be immediately relieved by the ca- 
theter, and the succeeding treatment will be a matter 
for consideration. When the distension arises from 
accident, or in cases in which the kidneys are sup- 
posed to be free from disease, the catheter may be 
used freely. Where the kidneys are diseased, and the 
albuminous, perhaps even purulent nature of the uriu^ 
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will allow it, the return of th« bladder to its natural 
dimensions should be more slowly effected by using 
the catheter at longer intervala, or, if more fre- 
quently, by not completely emptying the bladder 
on every occasion; or by injecting into it a certain 
quantity of warm water instead, which is by much the 
best way of proceeding, and which may also contain 
fram half a grain to a grain of acetate of morphia ; but 
if the kidneys are much dii^eased, the relief will be 
only tcmporury, and the patient will gradually sink 
and die. 

In hysterical women th€ bladder should always be re- 
Ueyed at first ^ and if the patient is taught how to use 
the catheter, she will frequently, from the confidence 
she feels in having asflistance at haml, do without. I 
have two ladies now under my care, who can neither 
swallow on some days, nor make water on others, and 
especially when the wind is easterly. I have been how- 
ever pai'ticuJarly careful not to use an instrument eithev 
to the throat or to the urethra, hut once when the blad- 
der was greatly dilated ; and 1 have little doubt of their 
recovery from both evils, by medical treatment only. 

Hemorrhage from the prostate, which may arise from 
injury by the catheter, from ulceration, or from the 
rupture of some vessel accidentally, can only be 
tr^ted by internal means; and those are preferable 
which are most successful in chronic or passive he- 
morrhage; such as opium and galls, or Ruspini'a styp- 
tic, to which I have already alluded; or the sub- 
acetate of leajl with opium in large doses, such as 
from one to two grains of the former to one of the 
IT six hoara; or. the infiiaion of roses, with 
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sulphuric acid and sulphate of alumen^ as administered 
in the case of hemorrhage noticed p. 141. When the 
patient is plethoric, or the general state indicates 
rather an active than a passive hemorrhage, these re- 
medies should be preceded by general as well as local 
bleeding ; and the application of ice to the pubes, and 
even by injections of cold or iced water into the rec- 
tum, which often aflPord great relief in other cases of 
vesical and prostatic irritation. A catheter should not 
be used, if it can be avoided, during the bleeding; 
but if the irritation and straining render it necessary, 
the instiiiment should be allowed to remain, as the part 
must be kept in a state of rest. For if it be found that 
the action of the bladder reproduces or continues the 
hemorrhage, the quietude obtained by the catheter 
must be advantageous. If the bladder should be filled 
by coagulum, it must be dissolved, and washed out 
in the manner mentioned p. 139. 

When ulceration of the prostate takes place, whether 
it be from abscess or from other disease, it may be 
suspected, from the peculiar stinging pain felt on . the 
commencement and at the termination of the pas- 
sage of the urine over the ulcerated surface, and 
from the pain in the upper part of the glans penis. 
In such cases the elastic catheter should be con- 
stantly worn; for the relief obtained by preventing 
the urine passing over the ulcer is often very great, 
although sometimes the pressure of the instrument is 
more wearying, and the patient submits to the acute pain 
as the least of two evils. Opium by injection into the 
rectum, or by way of suppository, often affords some 
relief; but the delivery of a suppository into the rec- 
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turn in an efBcient manner requires the aid of a small 
bone or ivory tube for the pxirpose, into the end of which 
it should be placed, and from which it may be driven 
out by a properly-fitted piston. This relief is often, how- 
ever, denied to the patient ; the irritation in the adja- 
cent parts has extended to the rectum; internal piles 
are produced as well as external ones, and become so 
tender as not to allow the smallest pressure. They 
bleed on the slightest touch ; and whilst they render 
the patient miserable on every attempt to evacuate the 
bowels, they give rise, with the enlargement of the 
prostate, to a sense of uneasiness and desire to do so, 
which is almost as distressing as the actual pain 
itself. The injection of cold water has in these cases 
often afforded great relief. 

When retention of urine occurs from enlargement of 
the prostate, 1 have already said the first thing to be 
done is to pass a prostate catheter, and draw off the 
water, which gives great relief to the bladder, and, by 
allaying irritation in it, removes a very exciting cause of 
disease; but the immediate cause giving rise to the sud- 
den attack, and which is in all probability an increased 
flow of blood to the part from the irregularities alluded 
to, remains, and will be best removed by the abstraction 
of a few ounces of blood from each side of the sacrum, 
by purgatives, and by rest in the horizontal position, 
or with the hips a little raised. The capabibty of 
making water does not, however, so easily return, al- 
though the secretion of it is increased, and the ca- 
theter must be again passed from time to time, s&y 
every six or eight hours as the irritation returns; or it 
■ must be left in the bladder. The best general rule, after 
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ihe first two or three days, will perhaps be to withdraw the 
catheter, and repass it occasionally, provided it is eafiily 
introduced ; but if this is effected with difficulty, it will 
thenbemorcadvantageousto secure it in the bladder, and 
to allow the water to flow through it at proper intervals. 
1 am disposed to recommend its being allowed to remain 
for the first few days, because the quantity of urine se- 
creted is always greater after a retention than before it; 
and that when the bladder is very irritable, it retains even 
half an ounce of urine with ^eat repugnance, so that 
it may be necessary to allow it almost to dribble 
through, before the bladder can be tranquillized. In 
other cases the catheter proves very irritating, and 
must be withdrawn ; but this is only shown on trial, 
and experiment must in a great measure regulate the 
practice. The efficacy of the permanent catheter is 
best shown in a case in which there has been great 
difficuhy in passing it ; for it will be found at the end 
of three or four days, that in all probability another 
of the B&me size may be introduced without diffi- 
culty : it has by its pressure during this time levelled 
the road, if it has not entirely removed all immediate 
obstruction. At the end of three or four weeks, the 
patient begins to be able to empty bis bladder by his 
own efforts, and great relief is obtained ; indeed the 
complaint is often apparently cured by the continued 
appbcation of the instrument for eight or ten weeks 
more. The patient should afterwards continue to use 
his catheter from time to time, in order to prevent a. 
return of the complaint, and to be sure that he can 
completely or nearly empty his bladder. Whenever he 
passes a catheter, which he should be taught to do, ho 
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may also wash out the bladder with warm water, by 
which means any slight irritation will be removed. 

Some years ago I wa£ called to a tradesman by hiB 
fi'iends merely for the sake of form, as they said they 
were eatisfied nothing could be done. I found bim 
almost comatose from reteiition of urine, caused by an 
enlarged prostate. A catheter waa introduced with 
some difficulty, and retained for a few days, when it 
was exchanged for a flexible metallic one. Soon 
after the urine was drawn ofi' he recovered cousider- 
ably ; and at the end of twelve weeks he could dispense 
with the instrument, and nearly emjity hie bladder. 
A few months afterwards I operated upon him for 
cataract, and restored him to sight: he remained well 
for two years, and at last died of indammatjon of the 
chest. In several other cases the success has been 
equal; and I therefore strongly recommend that the 
catheter should be permanently used in all cases in 
which it can be borne with ease, 

A difference of opinion is entertained as to the na- 
ture of the instrument to be employed, some surgeons 
relying principally on the silver, others on the elastic 
gum catheter. I have pointed out the manner of nsiog 
the silver catheter, p. 63, to which I shall refer yon. 
The question is not now, however, which is the best, 
where both will pass, but of what is to be done when 
the gum elastic one cannot be carried into the bladd^. 
Those who prefer this instrument for general use, ad- 
mit that the case does occur; and then they suggest 
the utility of the silver one for the purpose of perfo- 
rating the opposing obstacle formed by the prostate- 



that is, of forcing it through the prostate into the 
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bladder, and in this manner drawing off the water. 
I have seen several cases in which this has been done ; 
and although in some the patients have died, in others 
they have lived for a long time afterwards, apparently 
without having suffered any particular evil from the 
injury inflicted on the prostate, that is, they did not 
appear to get worse. I have already said I have seen 
the prostate perforated in several places ; for although 
when once the catheter is introduced through it the 
urine flows readily, still it must be removed every six 
or eight days to be cleaned ; and it does not follow 
that the point will again hit the same hole. I am of 
opinion, that the prostate should not be wilfully perfo- 
rated, although it may be done accidentally; and that, 
by using the silver catheter in the manner directed, it 
will usually go into the bladder without such an acci- 
dent taking place. ItVequires often, however, a cer- 
tain degree of force, and in the hands of an inexperi- 
enced person, the prostate may be perforated, when the 
patient is for the time saved. 

If a guin elastic catheter is preferred, and it is the 
safest instrument for the young surgeon, it should be 
longer than usual, and a No. 12 in size, if the urethra 
will readily admit of it^ with a flattish round point, and 
curved in the manner shown, page 71, fig. 4, but never 
in the slightest degree pointed. If kept on an iron 
stillet with a large curvature, as recommended by 
Sir E. Home and Mr. Brodie, it keeps its shape tolera- 
bly well after the stillet has been withdrawn until it 
gets warm in the urethra, when it must be exchanged 
for another. With the stillet it can work in the same 
way as the silver catheter, and the directions for the 
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one will answer for the other, but without the stillet il 
admits of varioue manipulations. The urethrEB of acme 
persons possess so peculiar an irritability that they can- 
not admit a eilver instrument without great uneasiness, 
when a soft plaster or elastic one will pass with ease. 
An old friend of mine, a surgeon in the army, is suh- 
ject to stricture at the bulb of the urethra, and can 
pass a No. 12 soft bougie with impunity; but if he 
tries a silver or a stuel one of the same size, it always 
gives him great pain, and brings on spasm of the 
surrounding muscular structure, which forces him to 
desist. In such cases an elastic instrument only should 
be tried, but it should be so firm, and keep its curva- 
ture so well at the point as to obey the motions of 
the handle. It should be held lightly between the 
finger and thumb, and slowly but steadily insinuated 
along the urethra as far as it will go, by which time the 
handle will form nearly a right angle with the pubes, 
when the handle is to be depressed or brought down 
between the legs, in order to enable the point to ride 
over the obstacle at the very orifice of the bladder. If 
this fails, the surgeon should recollect that the channel 
iually to the right siiie, and if the point of the 
instrument is round and smooth, it may be made or 
nduced, if held loosely, to take that direction into the 
bladder. Sir E. Home thought that this object was 
more easily obtained by holding the handle of the 
catheter towards the groin on first introducing it, but 
as he afterwards directs that the instrument is to be 
brought to the perpendicular line, and depressed when 
it is nearly upright, 1 do not perceive any advantage 
that can be derived from the position of the instru- 
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ment to one side, except as far as relateK to the greater 
facility with which the commencement of the intro- 
duction may be accomplished. The object of giving 
the point an inclination to the right, after the instru- 
ment has been placed in the perpendicular direction, 
or the handle has been brought to a right angle with 
the pubes, can only be effected 1 apprehend by certain 
motions communicated to the handle after that pe- 
riod, as its depression takes place. It is one of the 
rarious manlpulationa alluded to, and which are only 
learned by practice. When the point of the elastic ca- 
theter has reached the base of the enlarged prostate, the 
point may be made to mount more easily by withdrawing 
the curved stillet for about an inch, which causes the 
point to be turned upwards with a different curvature 
from that which is communicated by depressing the 
handle. Pressure on the urethra in the perineum effects 
a similar object, and when the fore-finger is introduced 
into the rectum it may be made to bear on the extre- 
mity, or to become a fulcrum in the centre of the cui-ve, 
on which by pressure on the handle of the catheter it is 
made to act as a lever at its point. In these manipula- 
tions the stillet must be withdrawn. Lastly, when every 
attempt has failed and experience teaches many different 
ones, and there has been time to make the trial, without 
theriskof serious mischief; I have succeeded, by intro- 
ducing a gum catheter into the urethra of a size to pass 
easily, and with a round point, as far as it would go, and 
then leaving it there properly secured, with a portion 
projecting for two or three inches beyond its extremity. 
In many instances it has softened during the night, 
and taken the course of the canal into the bladder. 
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Careful observation alone gives the necessary tact iu 
theae cases, and an opportunity of acquiring practical 
information should never be neglected. 

If an instrument cannot be passed, or cannot be made 
to perforate the gland by force in the manner alluded to, 
the patient must die, unlesti the bladder be punctured 
above the pubes or some other operation ia done for his 
relief. ]f the bladder be punctured above the pubes, the 
pfttiont must, in all probability, be content for the re- 
mainder of his life to make his water through the ca- 
theter, which is to be introduced into the bladder by 
the wound, even if the operation succeeda in saving hia 
life for the moment. This operation is to be done by 
making an incision in the central bne two inches long, 
from over the edge of the pubeft upwai-ds, as in the 
higli operation for the atone. The muscular wall is then 
to be divided close to the bone, which may be done by 
a trocar bistoury which is made tor the purpose, or by a 
sti'aight sharp bistoury in the beginning, followed by 
one with a blunt extremity, so that the fore-tinger 
may, when introduced through the opening, feel the 
distended bladder rising up towards the umbilicus. 
If the bladder is so small that it cannot be felt in this 
situation, this operation ought not to be done; for the 
peritoneum will not be L'arried high enough up on its 
anterior surface, to leave a space below it in which the 
trocar may be pushed without fear of it£ pcuetratiug 
above the peritoneum, and thus entering the cavity of 
the abdomen instead of that of the pelvis. The bladder 
being however duly distended, the trocar is to be 
piishcd in downwards and backwards, with due atten- 
tion to the axis of the pelvis, aiid the trocar and canula 
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should both be long^ so that the canula may be well in- 
troduced afler the bladder has been duly punctured, 
and its escape in this way prevented when the bladder 
collapses or contracts upon it. A round-pointed flexible 
elastic catheter should be carried into the bladder 
through, the canula, and when this silver instrument is 
supposed to cause irritation, it may be withdrawn over 
the catheter. If it is done in the first instance, the 
hole in the bladder will be larger than the catheter, 
and if the patient turns in bed, some urine may escape 
by the side of it and do great mischief. This will be 
however, I think, prevented by keeping the plug or 
stopper out of the catheter when the patient sleeps, 
and by having a long external bladder attached to 
receive the urine which trickles from it. 
. A qttesticda has arisen in my mind, whether any ope- 
ration could be done on the prostate from the peri- 
neum ; and I was led to entertain it from finding 
that in a patient on whom I had operated for stone, 
whose prostate gland was much enlarged, I had ren- 
dered him a further service in the diminution of the 
prostate ; so that instead of making his water with 
difficulty, he afterwards made it easily, and the ca- 
theter passed with fsLcility, instead of meeting with a 
considerable obstacle at the neck of the bladder. In 
fa^t, I was satisfied I had cured or nearly. so the 
disease of the left lobe of the prostate, which I found 
to^be much* enlarged during the operation. The suc- 
cess which ensued in this case, made me think the 
proceeding deserved further consideration, and I in- 
quired of several of my surgical friends 'whether they 
had met with anything of the kind. At that time 
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none could speak affirmatively, with the exception of 
Sir William BHzard, who lent me an unpublished 
paper on the diseases of the prostrate gland, which 
had heen read at the Medical and Chinirgical Society 
in 1806, from which I have extracted the following 
observations and case. 

" It is my defflgn at present to notice only that 
state of induration, which is maintained by confined 
purulent matter, and which from its peculiarities in the 
part, may approach in degree nearly to that of 
scirrliua. It is well known that among the varieties 
in the process of suppuration, there is a slow opera- 
tion under which this great hardness in the parts sur- 
rounding the seat of the matter arises. 

" When the inflammatory action ceases, the pitnilent 
matter may remain confined by the firm investment of 
the prostate gland for a length of time, according to 
various circumstances. During this period, it under- 
goes a change, determined by the powers of absorp- 
tion, and by its own tendency to decomposition, and 
may acquire a consistency and colour very different 
from what recently secreted pus presents. 

" If the parietes of the spot thus containing matter, 
be amply divided and the matter discharged, the hard- 
ness, and, if it be a circumscribed body such as a 
gland, the bulk also of the part will lessen to a coa- 
siderable degree, although it will not be entirely re- 
duced, and the wound will heal in a kindly manner. 
But the process of induration may commence and 
continue, without terminating in the formation of 
matter, in which case also an incision by inducing 
suppuration will generally lead to a favourable result. 
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" A man about seventy years of age was-ad milted into 
the London Hospital on account of retention of urine, 
attended by great pain in the vesical region. Upon 
examination, tbe prostate gland was found to be con- 
siderably enlarged, and projecting into the rectum: 
It could also be plainly ascertained by the catheter to 
have protruded into the bladder, and what ts to be parti- 
cularly obsei'ved, the sensation of hardness felt through 
the medium of tbe tectum waa very considerable. The 
retention of urine was obviated by the use of the 
catheter, which was passed not without difficulty, and 
he thus obtained relief for near three weeks, when he 
gradually sunk. Upon examination, the prostate gland 
was found to be much enlarged and indurated, but 
not in a scirrhous state, and clearly in a. condition 
which might have been considered as alterable. The 
central part of each lateral lobe was become a follicle 
full of pus, and the enlargement and extension 
towards the rectum and bladder were considerable. 

" I am disposed to think this person might have been 
successfully treated by dividing the prostate by a 
double gorget cutting on both sides, introduced in the 
usual way on a statFinto tbe bladder. It would have 
removed the immediate distress, and might have laid 
the foundation for a cure. This is not a speculative 
remark. 1 have several times performed such an 
operation in cases of disease of the prostate gland, 
which I have thought within its scope of relief, with 

mplete success." 

The principal objections to any operations by inci- 
sion on the prostate gland, arise from the age at which 
the patient has usually arrived, from the corpulency 
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with which many of them are afflicted, firom the great 
dq>th of the perineum in such caieg, and from the 
state of the constitution, which is generally much im« 
paired from previous suffering. It is known, however, 
on the contrary, that old men bear the operatioQ for 
the stone very well, which is much more severe than 
any operation for the division of the prostate need be, 
and cases may occur of men with good constitutions, 
in whom the palliative mode of treatment may not be 
sufficient to render life less of a burthen, and who may 
be willing to try the doubtful remedy by inciaion* 
Melius anceps remedium quam nullum. 



LECTURE XV. 



On the Chronic Thickening ><f the Neck of the Bladder. 



The lithograph drawing, which is placed oppositb^'a 
page 33, represents a remarkable case of chronic ' 
thickening of the neck of the bladder, which was pre- 
sumed to depend upon an enlargement of the middle 
lobe of the piostate gland. It is however quite con- 
clusive that no such disease existed, and that a pecu- 
liar affection of the neck of the bladder, and which 1 
have aopposcd to be situated principally in its elastic 
structure, gave rise to all the symptoms, and ultimately 
to the death of the individual. For the obaervationa 
I have made on the muscular and elastic structures of 
the neck of the bladder, I must refer to the commence- 
ment of the work, on its anatomy, from page 14 to 34. 

This disease may commence at an early period of 
life, and can then be kept at bay by the periodical 
introduction of the catheter, but as long as this source ' 
of disease remains, the patient is never safe. It slum- 
bers on like a smothered fire, ready at some future 
time, when the patient is more advanced in life, or 
the application of an additional exciting cause, to burst i 
forth with renewed vigour, and to lead to his destrucn J 
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tion by the production of (liHease in the neighbouring 
parts. Fortunately it is, like the chronic enlargement 
of the prostate, more commonly the disease of an 
advanced period of life, and is usually as insidious in 
its commencement and progress. The patient is aware 
of there being something the matter with him, but he 
knows not what; he finds he has a more frequent 
desire to make water than formerly, particularly at 
night ; that it does not flow so readily nor so freely aa 
it had usually done ; and that he is most free from 
irritation whilst his mind is particularly occupied, and 
especially after dinner, when he can often refrain from 
attempting to make water for four or five hours. On 
this account the complaint ia frequently attributed 
to nervousness, or to derangement of stomach, giving 
rise to a vitiated or faidty secretion of urine, and the 
patient is subjected to an internal treatment alone, 
which, however excellent and necessary it may be, 
should always be auxiliary to the local management, 
without which I do not think the disease can be ar- 
rested, much more completely overcome. 

At this period the elasticity of the neck of the 
bladder is impaired, it will not dilate with the ordi- 
nary action of the detrusor muscle, and this is there- 
fi>re augmented. A sensibly-increased delay is expe- 
rienced before the water begins to flow, and the 
patient is conscious of the augmented efibrt made by 
the bladder ; in other words, he is obliged to strain tu 
expel it. The desire in which this originates soon 
amounts to uneasiness, and rapidly afterwards to pain, 
relieved on evacuating a little water, but too soon, alas ! 
to return ; for the bladder is now never completely 
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emptied, and the urine which remains is a source of 
great irritation, although the quantity is really incon- 
siderable. I have considered the disease as being 
hitherto confined to the veiy neck of the bladder, and 
yet it is hardly possible to account for all the symp- 
toms, without supposing the whole of the elastic and 
muscular structures entering into the composition of 
the triangular space immediately behind the orifice of 
the bladder to be in some degree affected, as well as the 
mucous membrane which covers it. These stnictures do 
not perform their functions effectively of expelling the 
last drops of water, whilst the under part of the orifice, 
by its greater firmness and loss of elasticity, presents the 
commencement of a bar or dam over which the last 
quantity of urine is not projected, when the fundus of 
the bladder ceases to act ; for I am not satisfied that 
the muscular coats of the bladder contract so as to 
completely, although temporarily obliterate its cavity. 
The desire and the pain are felt because the membrane 
of the bladder is irritable, and particularly that most 
sensible part of it, below and around its orifice. The urine 
in the commencement is clear, afterwards it becomes a 
little turbid, small shreds of mucus or of fibrine are 
seen floating in it, soon to be followed by a deposit of 
the same character, which becomes in turn glairy, 
viscid, and even resembfing pus. At first it is acid, 
and continues so until this deposit takes place 
in quantity, when the whole on standing may be 
alkaline, as in the enlargement of the prostate, although 
the newly-8ecre(ed urine is acid. In the commence- 
ment of the complaint the urine is not albuminous, but 
After a time it may become so ; the addition of a little 
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nitric acid renders it turbid, aod on heating the urioe, 
in a test glass over the candle, the albumen is coagu- 
lated, and if it exists in quantity, a thick cloud is 
perceivable in it, and which will be slowly deposited. 
A small quantity of albumen will be found as a conse- 
quence of inflammation of the bladder, a larger quan- 
tity is usually indicative of the inflammation being 
extended to the kidneys. The alkaline i>roperty is 
obtained from the mucous secretion of the inflamed 
bladder; and if a portion of acid urine can be obtained 
after washing out the bladder, it shows that tlie kid- 
neys are not so especially implicated as when they 
unifonnly secrete urine of an alkaline quality. When 
the disease is principally conflned to the bladder, the 
Bupern^ant urine will generally be acid, although the 
viscid mucus below is highly alkaline, turning the 
turmeric paper brown, or the red litmus paper blue. 

The very frequent efforts made to discharge the 
urine, and which can only be expelled by a consider- 
able eflort made by the muscular structure of the 
bladder, lead to the formation of pouches in the man- 
ner 1 have already explained, and render the case 
more complicated and difficult of management, inas- 
much as the catheter does not give the expected and 
necesBary relief; it empties the general cavity, but not 
the pouches, except their particular situation caa be 
ascertained, and the instrument guided into them, 
which can rarely be done. The instant the person 
changes his position, the contents of a pouch is poured 
into the general cavity, and on a second change 
taking place, that of another, and the desire to make 
water is renewed; so that to be effective the ca> 
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theter must be worn until all the changes of position 
which appear to influence the flow of water into the 
Madder have been gone through. The advantage to 
be derived from wearing a catheter for the first half 
hour on retiring to bed is thus obvious^ and must be 
att«ided to, or the use of the instrument will be quite 
unavailing. When the catheter is passed, and the urine 
in the general cavity is drawn off, the pouches fall 
down upon the instrument^ and give rise to those sen- 
sations I have called (page 31) the fluttering strokes of 
the bladder; and if a calculus should have passed 
through the narrow opening of the pouch, the sensa- 
tion or blow caused by a stone may be perfectly simu- 
lated and give rise to considerable error. A great 
weight in these cases is felt in the perineum and rec*^ 
tum, and the uneasiness is constant and often peculiar. 
It extends also along the penis, although pain is not 
usually felt at the extremity of it, and a few drops 
of urine occasionally escape involuntarily. Under these 
circumstances the disease may remain for a consi- 
derable length of time, until at last, from some sudden 
exposure to cold or wet, the symptoms are greatly 
augmented, and it becomes evident that a more acute 
inflammation of the bladder has taken place. 

Acute i4^opathic inflammation of the bladder is a 
disease of rare occurrence, and is to be subdued when- 
ever it does take place by the usual antiphlogistic^ 
means. Acute inflammation, as a continuation or 
metastasis of disease, is more frequent; and, as a 
supervention on a chronic state of irritation, is unfor- 
tunately by no means uncommon. When it occurs by 
extension of disease from the urethra, the desire to 
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malce water is urgent; and the pain which accom- 
panies it is so much augmented on the passing of a 
few drops, that the patient often compares it to the 
passing of melted lead. It continues after the urine 
has ceased to flow, and subsides only to be renewed 
almost without an interval of ease. It is not only felt in 
the urethra and along its whole course; but as the 
peculiar pain in this part subsides, it is referred to the 
lower part of the abdomen Immediately above the 
pubes, where it is increased on pressure, and shoots 
into the perineum and down the thighs. The urine is 
discharged in very small portions, genei-ally of a deep- 
red or high colour, although the aggregate amount in 
twenty-four hours may equal the usual quantity, un- 
• less the kidneys are also implicated. 

iTie common symptoms of inflammatory fever are pre- 
sent : the pulse is usually full and frequent, the skin 
hot and dry, the thirst great, the tongue foul, with 
general restlessness^ uneasiness, and anxiety ; which 
are much augmented by the absence of rest, and the 
continued desire to make water. Sometimes in the 
first instance there is complete retention of urine ; and 
if the inflammation should extend along the ureters, 
there may even be a suppression of the secretion also 
but this is of very rare occurrence. When the com- 
plaint has arisen from violence offered to the urethra, 
by the forcible introduction of an instrument, or from 
the extension of the inflammation of a gonorrhi 
there is more or less of discharge from the urethra, 
which rapidly increases and is beneficial; for the symp- 
toms of inflammation of the bladder do not subside 
until the purulent discharge from the urethra is fnlly 
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re-established. The first symptoms should always be 
raetby the abstraction of blood from the arm, by cupping 
on the sides of the sacnim aad on the perineum, or by 
the application of leeches in relays, and these means 
should be repeated until the pain diminishes and the 
irritation subsides. It is of the greatest importance to 
subdue the inflammation quickly, in order to prevent 
the supervention of a chronic stage, which may lay the 
foundation for much future distress. The thirst should 
be assuaged by cooling mucilaginous drinks^ and the 
bowels opened in the first instance by an enema and 
by calomel and colocynth, followed by a dose of oleum 
ricini; but the bowels should not be irritated, as any 
unnecessary action aggravates the uneasiness felt in 
the bladder and rectum, whtch, after the due evacua- 
tion of the bowels, should be soothed by the introduc- 
tion of a suppository of opium. The internal medicines 
should be those which are found particularly useful in 
other inflammatory affections ; such as a pill composed 
of half a grain or a grain of the submuriate of mercury 
with two grains of James's powder, and one third or 
half a grain of opium, every six hours ; followed by 
a saline draught with an excess of soda, and from 
thirty to forty minims of the vinum radicis colchici, 
which also exerts a powerful influence upon the in- 
flammatory action of these parts, but which, as well 
as the calomel, must not he allowed to act too much 
on the bowels. These remedies should be administered 
without reference to any thing but the patient's 
strength, and the violence of the inflammation; and 
should only be discontinued when their due effect is 
pi-oduced or the inflammation is overcome. The hip- 
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balh, and hyt water contained in a bladder one-thiid 
filled, win often nlso give ^eat relief. As the inflam- 
mation Hubsides, the desire to make water and the 
pain which acconipaniea it diminish, the urine, which 
was at first of o deep-red colour and highly acid, be- 
comes turbid, and deposits ii Eedimcnt very much re- 
sembling pus, as well as Uiose pink amorphous or 
lateritious deposits indicating the pre-existence of iii- 
flammatory action. 

If the acnte inHammation in not vigorously treated, 
it will not be entirely removed, but subside into a 
chronic state ; and the same result often takes place 
as a consequence of those changes to which I have 
already alluded in the prostate gland and the neck of 
the bladder, as well as from the presence of a stone, 
or of an old and npiiTow stricture of the urethra, or 
from accidents to which it may be ctposed. When 
irritation has been once set up in the neck of the 
bladder, gouty persons especially are liable to frequent 
returns of it, simulating an acute attack. But these 
cases should be distinguished from acute idiopathic 
inflammation, or those which occur from violence or 
metastasis : they are almost purely gouty, and are 
best remedied by colchicum, with the vaiious prepara- 
tions of opium, and but httle by either general or local 
blood-letting- 
Chronic inflammation of the bladder in - various 
states and stages is however the most important, al- 
though the secondary disease, in all these cases ; and 
the great object of inquiry is, how to obviate it whilst 
the primary cause or disease remains — an object to- 
wards the attainment of which I fear little hdn been or 
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is soon likely to be done. In chronic inflammation^ the 
inner membrane of the bladder, which is usually of a 
pale colour^ becomes of a dark-red ; its small vessels, 
which carried but little bloody now become distended 
with it; and particular spots are seen of a darker 
colour, almost amounting to black, in various places. 
The mucous membrane, which in its natural state is 
but loosely attached to the internal muscular layer, is 
evidently thickened and softer, and perhaps roughened; 
sometimes it is abraded, particularly around the darker 
patches; and in some rare cases has been entirely 
removed, so as to leave the muscular fibres exposed. 
It has even been said by authors to have been found 
in a gangrenous state. The great evil does not rest 
here. Sooner or later the muscular coat is implicated, 
in one or more of the various ways I have pointed 
i)ut ; the chronic inflammation extends upwards along 
the ureters, generally however affecting one more than 
the other^ and at last giving rise to a similar chronic 
disease in the kidney, which increases the mischief^ 
and often leads to the destruction of the patient. It 
is found that disease of the kidney can equally give 
rise to irritation and chronic inflammation of the 
bladder, although this|appears to occur rather from 
sympathy than from the extension of chronic inflam- 
mation downwards ; and a state of irritable bladder is 
thus induced, which can only be relieved by remedies di- 
rected to the removal of the derangement of the kid- 
ney ; whilst from inattention to this point, the irritable 
state of the bladder may become a permanent disease, 
each reacting on the other. 

When the irritation and pain in the bladder are 
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symptomatic, the urine 18 often natural, and itimply 
increased in quantity, although sometimes vitiated in 
quality, as discoverable by chemical examination, but 
containB little or no mucus. When the urine is natural 
in quality or quantity, or nearly so, but does contain 
mucus, and in considerable quantity, there is certainly 
chronic inflammatiou of the mucous membrane of the 
bladder. When the urine is acid, and otherwise na- 
tural in appearance, and contains purulent matter or 
blood with little mucus, the kidney is for the most 
part affected, and symptoms of that affection will pre- 
vail. But in cases of this description the bladder 
should always be carefully examined, in order to detect, 
if possible, the presence of any calculous matter. 
When the urine contains much, or is loaded with 
mucus, the bladder is certainly affected, and the de- 
posit will be alkaline, although the supernatant part 
will often be acid ; but if the urine be generally alka- 
line and unnatural, the disease may be attributed to 
the kidneys, and often depending on the habit gene- 
rally as a conslitulionul disease. Alkaline urine is 
highly irritating to the bladder, and invariably gives 
rise to mischief if it long continues so ; hence the cau- 
tion necessary to be observed in the administration of 
alkaline remedies, and particularly of soda ; and which 
I have knowu, when given for gonorrhoea, and the 
use of it has been long continued, to cause greater 
uneasiness than it was intended to reheve. For the 
full investigation of this subject, as connected with 
the composition and states of the urine, I must refer 
you to the able work of Dr. Prout, the perusal of 
which will afford you great information; and to the 
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article ' Gravelle,' by Magendie, in the Dictioaaaire de 
Medicine et Chirurgie. 

When the disease of the prostate, or of the elastic 
structure of the bladder, or of the urethra, has given 
rise to chronic inflammation of the mucous membrane 
of the bladder, the patient has a constant sense of 
uneasiness in the part, a frequent desire to make water, 
which is more or less opaque and turbid when recently 
passed, with flocculi floating in it like shreds of mem- 
brane, and which the patient often mistakes for them. 
As the urine cools, it becomes more transparent, and 
deposits the mucus in a thick adhesive state, more or 
less opaque in colour, sometimes streaked with white, 
sometimes with blood, and frequently of a yellowish or 
purulent appearance, and in which case the urine is 
usually altogether alkaline. When the mucus is of a 
greyish colour, it is sometimes parti culaily viscid, 
especially after standing a short time in the vessel in 
which it has been received, and may be drawn from it 
in the shape of very tenacious ropy matter. This se- 
cretion is oftentimes equal to the whole quantity of 
urine, and sometimes becomes thickened and opaque 
in the bladder, and blocks up the passage, so as to be 
voided in portions with greater pain and difficulty. 
The desire to pass it and the urine is at last so much 
increased, that the patient is obliged to wear a par- 
ticular apparatus for receiving it, or to have the 
urinal always at hand ; by wbich time his health has 
been so much worn down, and he has become so 
much emaciated, and is in such constant suffering 
and misery, that he looks forward to his dissolu- 
tion with a fervent hope for its speedy occurrence. 
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The urine is sometimes highly oiFeDsire, aa well as 
when it is retained by a diseased proKtate, and gives 
off a strong ammoniacal odour; and if ulceration has 
laken place, the pain is not only wearing but most 
acute, and the presence of the catheter cannot be 
borne in the bladder. 

Wa are deficient in remedies capable of exerting a 
very beneficial influence on the bladder when in a state 
of chronic inflaramation ; and the discovery of new, or 
the better adaptation of old ones, are highly de- 
sirable points. Those we at present possess are of 
two kinds, general and chemical. The general means 
of treatment applicable to the bladder, in a chronic 
state of indammation, admit of little difference of 
surgical opinion. The position of the patient should 
be as much as possible horizontal, with the hips a 
little raised in order to favour the return of blood from 
the parts afl'ceted ; and, as 1 have already stated 
(page 213), the general and even the local abstraction 
of blood should not be had recourse to, as neither is 
commonly advantageous; although the abstraction of 
a small quantity by cupping from the perineum is 
often useful in alleviating any sudden aggravation of 
disease, and in bringing it back to its previous chronic 
state. The loss of a larg«r quantity only debilitates 
the patient, without influencing the state of chronic 
inflammation. I have, however, thought I have de- 
rived in some cases considerable advantage from the 
application of one or two leeches every day to the 
verge of the anus for twenty or thirty d 
sively : they act as a continual and steady drain iu a 
manner which is not sufficiently appreciated in miuiy 
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diseases. A seton in the perineum has been sometimes 
of great service ; and a steady discharge from above 
the pubes I have seen of use^ although it has been 
rarely equal to the inconvenience it occasions. Blisters 
on the sacrum are occasionally useful in the com- 
mencement of the disease^ but give rise to so much 
distress from their situation at a later period^ that I 
now never resort to them. 

Mercury^ as an alterative, sometimes does good, 
and particularly in those cases in which there is no 
chronic derangement of the neck of the bladder ; a 
point of importance to advert to in the treatment of 
the disease, and one. which may reconcile some diver- 
sity of opinion on the subject; for it does not appear 
at first sight why a remedy which is so beneficial in 
many cases of chronic disease of other viscera, should 
be detrimental or of no use in this. I apprehend that 
the opinion entertained of its inutility has been formed 
from the observation of its effects in cases in which 
the prostate has also been diseased, or the chronic 
thickening of the neck of the bladder has taken place, 
or a stricture of the urethra, or other disease of this 
part has existed, in either of which, and it is very 
rare to find that one or other does not exist, it could 
be of little use until the complication was removed ; 
and as it would debilitate without rendering any cor- 
responding advantage, it must necessarily have been 
considered injurious. Mercury, when used, should 
only, I am led to infer, be given when there is no 
especial complication of disease, or its use should be 
delayed until this is removed. It is rarely also bene- 
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fi<iial Tvhen the constitutioo of the iadividuaJ is 
broken, or the diacasc has been of long standing, and 
must always be given with great circumspection. 
When the powers of the patient are unbroken, and 
the urine is acid, mercury may be tried without fear 
of its doiug harm ; but when the urine is alkaline, it 
always does mischief by increasing the secretion, ren- 
dering the person more nervous, and otherwise debili- 
tating him. The countenance and appearance of a 
person secreting alkaline urine, implies a state in 
which the use of mercury is not likely to be useful. 
Care must, however, be taken to ascertain that the 
urine is alkaline when secreted from the kidneys. 

Alkaline remedies, such as the carbonates of potass 
and soda, have been rather forbidden of late years, 
except in small doses combined with purgatives and 
with tonics, given with the view of improving the state 
of the prima via: on the supposition, that, when taken 
in larger quantities, they would render the urine more 
alkaline, and consequently more irritating and more 
liable to calcareous deposits. The fact of their being 
likely to do so in such cases cannot be disputed, hut 
they do not always do so ; and I have seen themi do 
good when they chemically ought not to have done 
it, and empirical seemed to have succeeded where 
chemical medicine failed. I suspect however, that, if 
closer attention had been paid to these cases, it would 
have been found that the urine was not alkaline when 
secreted, hut only after it had remained some little 
time in the bladder. I have already said, that the 
alkalies do often relieve irritation at the neck of the 
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bladder in a remarkable manner ; and that when long 
continued^ or improperly administered^ they as readily 
increase if not occasion it. 

The leaves of the uva ursi^ and of the buchu or 
diosma crenata, and the root of the pareira brava, 
have all been more or less lauded in this disease, and 
have all equally disappointed the expectations of the 
surgeon. I have seen each of them of the greatest 
possible advantage, and I have seen each of them fail 
in apparently similar cases, both separately and com- 
b'med, so as to leave their efficacy a matter of great 
doubt. It is probable that their utility may be con- 
fined to the state of chronic inflammation alone ; and 
that, when this is complicated with derangement of 
the neck of the bladder, their usefulness ceases. The 
uva ursi is best given in pills made from the extract 
of the leaves, from the dose of ten to twenty grains, 
three or four times a-day. When given in infusion, 
a small quantity of carbonate of potass, such as two 
scruples to a pint of water, and half an ounce of the 
leaves, should be added during the maceration, as it 
enables the water to extract the virtues of the plaiat 
more effectively. The buchu should be treated in a 
similar manner, unless the presence of any alkaline 
matter in the medicine should be objectionable from 
the state of the urine. The root of the pareira brava 
is used in a decoction made by simmering half an 
ounce to an ounce of the root in three pints of water, 
containing one drachm of carbonate of potass, down 
to one pint; one half of which may, in a similar 
manner to the infusions, be taken daily. They seem 
gradually to diminish, and ultimately to remove, the 
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irritability of the mucous membrane, and of course to 
suppress the secretion of the mucus from it which 
renders the urine alkaline, and forms the ropy, glairy 
deposit at the bottom of the utensil. The pareirabrava 
is at present the greatest favourite, from the strong 
recommendation of Mr. Brodie. The buchu takes the 
second place. 

When the bladder has been irritable, and the urine 
high-coloured and acid, I have given them in tinc- 
ture with the liq. ammoni and with the tincture of 
hyoscyamus with the greatest advantage ; very gra- 
dually increasing the dose of each until the effect was 
produced, and which is hastened in many instances by 
the addition of the colchicum. When the urine is, on 
the contrary, alkaline, and liable to deposit, the nitric 
and phosphoric acids should be administered instead 
of the ammonia. 

Narcotics are, however, the most potent palliative 
and auxiliary remedies ; and opium is the first in all 
its various preparations, whether given by the mouth 
or administered by the rectum. Hemlook and hen- 
bane, the extract of poppies and of lettuce, often afford 
considerable relief; and their use may be varied, or 
alternated with that of opium, to advantage. 

The urinary stimulants have all been recommended 
and tried in turn ; such as the balsam of copaiba, the 
Chian and Venice turpentines in their various ordinary 
and extraordinary preparations, as well as the cubefos. 
When given in small doses, they sometimes do good 
when the disease is in its early stage; but I have 
never seen any permanent advantage from their use at 
a later period. 
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The local treatment of the bar or stricture of the 
neck of the bladder is of the greatest importance; 
and^ as the disease has been only of late distinguished, 
is not thoroughly understood. Experience has not 
yet enabled us to support our practice by numerous 
instances of successful management, although the 
cases which have fallen under my observation lead, I 
trust, to just and legitimate conclusions. 

When the disease occurs in persons under or about 
the middle period of life, the steady use of the solid 
silver sound, gradually increasing the size to the 
largest the urethra will admit, Mdll gradually effect a 
cure; although, to prevent a relapse, it should be 
passed occasionally. I have seen within these few 
days one of the first cases to which my attention was 
drawn, now several years ago. The gentleman is him- 
self a medical man, and was treated by me in this 
manner, after believing his life to have been in danger 
from complete retention of urine for several hours. 
He assures me he is now free from inconvenience ; but 
passes his solid bougie from time to time, lest he 
should suffer a relapse. 

I have had, within the last twelvemonth, another 
medical gentleman of seventy years of age under my 



272 



Oh the Cure of the Bar at 



care, in whom this complaint was comraencmg, and 
which he believed to depend on disease of the prostate 
gland, tht; symptoms being in many respects similar. 
I could not however, on examination, detect any 
enlargement of the prostate, although some might 
exist, whilst the contraction of the orifice of the 
bladder was clearly to be felt. The frequency of 
making water was great, particularly at night, and 
the general irritation considerable ; a small quantity of 
urine remaijiing unevacuated, however great the effort 
made for its discharge. This gentleman has been 
restored to health and comfort, and his symptoms II 
relieved, by the use of the large silver catheter, and 
by washing out the bladder with water as hot as he 
could comfortably bear it every other day. It had a 
marked and rapid effect upon him ; and I am so 
satisfied of the efficacy of the remedy, and of the 
advantage to be derived from its use, that I strongly 
recommend it in all cases in which there is any affec- 
tion of the bladder; sometimes combined with the 
various preparations of opium, and particularly those 
of morphia. I believe it is important that the water 
should be of a higher temperature than that of the 
urine when discharged. It should, however, be first 
used at 98' ; and the temperature may be gradually 
increased until it has reached the highest point that 
feels comfortable and advantageous to the patient, at 
which it should be retained. I always inject as much 
as feels agreeable to him, on similar principles : at first 
the quantity may be small, but after a time it should be 
gradually increased ; and whilst the bladder loses its 
irritability, it acquires the capability of being dilated 
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In many instances, in which from long-continued irri- 
tation it had become thickened and contracted. The 
lotura vesics is, in fine, a meana of cure which should 
never be neglected in diseases of the bladder, and 
which should only be abandoned when it is found oa 
trial to be of no advantage. 

The silver catheter or the solid sound are not how- 
ever always competent to effect a cure, or even to giva 
relief when passed from time to time. The incapability 
of emptying the bladder, of evacuating even an ounce 
of urine, remains unrelieved, although the silver catheter 
is introduced twice and even oftener in the twenty-four 
hours. The attempt to dilate the neck of the bladder 
by a larger or by a dilating instrument, only brings on 
pain and increases the evil, so that it is obliged to be 
given up for a smaller instrument than the one origi- 
nally used, until the irritation thus caused shall hav« 
subsided. In these cases recourse mtist be had to the 
permanent catheter, or one which is retained constantly 
in the bladder, and which, by its slow and gradual 
operation, leads to the absorption of the bar or stricture 
in the same manner as it leads to the beating down of i 
an enlarged portion of the prostate gland. I have reaeOQ 
to believe that I have succeeded in this way in many in- 
stances in affording relief, that could not be obtained 
by either of the other means indicated ; but these cases 
may also have been accompanied by disease of the 
prostate, a point which dissection alone could verify. 

This method does not however always succeed, and 
sui^ery must come to the relief of the patient by an 
operation. The bar or dam at the neck of the bladder 
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Iniist be divided, and the question is, how is it to be 
I '^one with the greatest safety. 
' The observations I have already made on the subject 
W dividing the prostate gland, and with it the bar at 
'ifae neck of the bladder, when such disease existed, 
bear upon the present question of doing it when this 
"latter complaint exists alone. It will naturally be 
^ked, why an operation, which Sir W. Blizard states 
to have succeeded so well, should have been aban- 
'doned, and its advantages be even almost unknown 
to modem surgeons? To this question Sir William 
"Blizard cannot give so satisfactoiy an answer as could 
T)e desired; and says, that many successful operations 
^lave fallen into disuse in a similar manner. From the 
Inost careful consideration I have been able to give 
' to the subject, I am led to believe that the ope- 
ration on the prostate gland was done previously to 
the introduction, by Sir E. Home, of the method of 
treating it by the catheter, used either frequently or 
^rmauently ; and that the relief obtained in this way 
I superseded the further consideration of, or the exten- 
I Ision of the practice by incision, inasmuch as the cases 
I *6f middle-aged or otherwise healthy persons on whom 
mid have been done,were relieved sufficiently by this 
[ ^eans to make life comfortable; and in persons of more 
I advanced age, or in broken-down constitutions, it was 
I ttiot considered advisable to have recourse to it. That 
■ there are periods in many cases of this disease, in 
L'^hich the division of the prostate gland would be very 
f 'lidvantageous, and might prolong the lives of many 
"kutTerers in comparative comfort, I am quitesatisBcd ; 
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but I am no less satisfied, that the surgeon who should 
propose at present such an operation^ unless in an 
extreme case, would soon be without patients to pro- 
pose it. to. The. time will, however, arrive, when a 
more accurate discrimination of these diseases will be 
made ; and operations can then be recommended with 
a confidence proportioned to our knowledge. 

The bar formed at the neck of the bladder has, I 
believe, been mistaken for an enlarged prostate : it 
has not, at all events, been considered as a separate 
disease; and the use of the catheter has generally 
given such degree of relief as to render the patient 
tolerably comfortable. When however, in spite of the 
continued use of this instrument, the disease in- 
creases, and renders life miserable, the question 
is then simply, whether the person shall be al- 
lowed, to die without a further effort being made for 
his relief ? 1 think not; and in such a case would 
suggest that an operation be performed. The object 
is to divide the bar, dam, or stricture, with as little 
injury as possible to any of the neighbouring parts. 
-When these are all sound, as far as can be ascer- 
tained, I recommend its being done by an instrument 
which Messrs. Everill and Mason, of St. James's 
Street, have made at my suggestion, being an im- 
provement on the central perforator or lancet of 
Mr. Stafford, which renders it capable of cutting on 
the side, and of being easily cleaned. Messrs. Everill 
and Mason wished to call it my instrument ; but 
as 1 never claim more in any instrument than the 
suggestion,' leaving the mechanism entirely to the 
artist, I have begged them to take to themselves any 
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or all the merit which may be due to it or them. Tit« 
first instrument I used of the kind was made for me 
by Mr. Ferguson, several years ago; and he made 
many attempts before he succeeded. Me»sre. Ererill 
and Co. have perfected it. 

When a No. 2 prostate catheter is used, and it 
resembles in shape the common urethra sound recom- 
Inended by Mr, Stanley, it will often slip over the bar 
with tolerable ease ; but if one with a different curve 
be tried, and particularly if the curve be small, or the 
instrument is in other words straigliter, the bar will 
catch on the point of it, and sometlmefi the obstacle 
can hardly be overcome. When the nature of the 
complaint has been well ascertained by repeatM 
examination in every way, an instrument of the saifie 
shape, carrying at its extremity the small concealed 
knife alluded to should be selected, and which, by a 
Spring, is made to project as much by the side or by 
the end, or by both, as may be thought advisable. 
The knife being projected just as the instrument is 
ftit to be passing over the bar, will cut it ; and if, 
&fter it has just passed into the bladder, it be With- 
drawn, the little knife, in coming back, will enle^ge 
the original cut ; or it may be made altogether by tb« 
withdrawing motion of the instrument, the knife belhg 
bprung after it has just entered the bladder. If th6 
bar be thin or narrow, I have no doubt of the poSsi- 
feility of dividing it in this way without doing mis^ 
tJhief; and in two cases in which I have tried it, I 
have reason to believe the object was efl'ected, from 
the greater facility with which the catheter afterwards 
I fiassed into the bladder, and ttdm the rdlief obtained 
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ID passing the urioe, I do not however believe, th^t 
when the bar is complicated with an enlargement of 
the middle or of the left lobe passing behind it, the 
division of it can be ejected in this manner; and I 
am at present disposed to confine this mode of ope- 
rating to the pure cases I have described in the litho- 
graph facing page 33, and in those only when relief 
can be obtained by no other means. If the bladder is 
full, or contains a fair quantity of urine for its size, do 
injury can easily accrue to any other part in the ope- 
ration; and there are no large vessels to divide. The 
merits of the proceeding can only, however, be fiurly 
and fully ascertained by the examination after death, 
of some cases in which it has been tried without suc- 
cess, or without being able to save the life of the 
individual. The advantages and . disadvantages will 
thMi be soon seen, and the necessary improvements 
will be made, so as to meet the exigencies of each 
particular case; for I cannot divest myself of the im- 
pression that they are curable, even as late as when 
the mucous membrane of the bladder is about to pass 
into astate of chronic inflammation; and I am sure, that, 
when it is in that state, any operation that can be pro- 
posed must be advantageous to the patient. In all these 
cases, even in the worst (and this is peculiar to them), the 
catheter meets with little difficulty in passing into the 
bladder; and this operation should not be attempted 
when it does not, for the probability is, that in such case 
it is not the very neck of the bladder which is in fault, 
^ut that the patient has eitlier a false passage, or a dis- 
ease of the prostate gland. I have at this moment under 
4By care two gentlemen in this situation. One has u. 
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false passage commencing ubout. five iiicliea down and 
proceeding betiind tlie prostate and liladder, both of 
which can be raised by depressing the handle of the 
instriiment, the end of which might of course be rea- 
dily forced through, if it were a httle pointed. He 
also knows when it takes this course, by a peculiarly 
disagreeable seasation which he describes as appei*- 
tainiog to the rectum. The sensation is not less pecu- 
liar, although very difTerent, when it takes the right 
course, which it always will do by a little management 
in bearing the point ag-ainst the upper surface of the 
urethra in a particular manner which practice has 
taught. The same instrument will go either way; a 
No. 1 1 enters the bladder and draws the urine off at 
seven inches, whilst it wilk go ten in the false passage. 
In the other gecilenmn, the instrument passes eleven 
inches, and can be felt in the same situation when the 
handle is depressed, raising up the bladder. An error, 
giving rise to an operation, in either of these caaea, 
would, I apprehend, be a very great misfortune, and 
might be followed by fatal consequences from the 
extravasation of the urine ; for although it does not pass 
backwards into the false passage in any quantity, it 
might be very different in its effects if it passed direct 
from the bladder into it^ particularly when newly 
made. 

We have at present in the Westminster Hospital, 
a man who has a bar at the neck of the bladder, a 
certain degree of enlargement of the prostate, and a 
stone in the bladder. The passage of the No, 2 pros- 
tate catheter is obstructed in the prostatic part of the 
urethra, and cannot readily proceed ; a large common 
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catheter passes through this part easily^ is arrested 
by the bar, but after a little hesitation rides over it 
into the bladder. The attempt to cure this man of 
his stone, by breaking it up by lithotrity, would be 
absurd. The only operation which ought to be done 
is the lateral one, and by which the three diseases 
might be cured at the same time. 

In the very advanced stages of the disease^ when the 
bar is fully formed, when pouches exist, and the mucous 
membrane is in a state of chronic inflammation, giving 
rise to an almost continued and irresistible desire to 
make water, whilst the agony in passing a few drops 
is extreme ; I believe it will be found, that an opera- 
tion similar in its effects but milder in its nature than 
that for the stone, is the one which ought to be had 
recourse to, if relief is to be obtained from operative 
surgery. In such cases, I suspect that the capability 
for action in the neck of the bladder must be suspended, 
as well as the dam formed at its orifice divided. 
The urine will flow involuntarily for several days, time 
will be given for the chronic irritation to subside ; and 
when the cut parts have reunited and the bladder 
begins to resume its functions, no bar will be found to 
derange its natural actions and to re-excite that irrita- 
tion which cannot fail to be ultimately fatal. 

The lateral operation for lithotomy will I think 
answer, with this exception, that it will on the whole 
be milder. The division of the neck of the bladder 
and of the prostate must be as lateral and dependino* as 
the safety of the rectum will permit, and should never 
extend quite to the boundary, or external wall, or 
covering of the prostate gland. It need not be of a 
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larger Bize thfin will ndmit the fing« easily to axamine 
the Dfick of the bladder, and to lucertaio that the 
iMvisioa of it and of the bar have been properly kccoU' 
plinhed. 

It is possible that the bar at the neck of the bladder 
may be moi'e safely divided, and perhaps oa easier 
tenns, by opening the urethra in the central line of the 
perineuDi, aft«r the manner I have recommended, page 
16C, for the division of a stricture. The operation 
will however be much more simple, inasmuch as the 
urethra can be opened on a grooved staff passed into 
thebla<lder, when a straight director may be introduced 
in its place, in wbJcb a probe-pointed strong but oar- 
row knife can be passed. The director may then be with- 
drawn, wheal by raising the handle of the knife and in 
this manner depreBsing the probe poiitt in the bladder, 
it may be made to cut its way through the bar and to 
the left side of the urethra, without dividing the pros- 
tate BO as to injure the rectum. 1 have not had the 
opportunity of doing this operation, end cannot there- 
fore recommend it as sanctioned by experieace. I 
must be contented to suggest its practicability. 

A fter any of these operations have been done, and 
one great source of irritation has been removed, the 
greatest possible attention must be paid to the &tat« 
aud qualities of the uiine, so as to bring it to and to 
keep it as nearly as possible in its natural sta^ or no 
permanent advantage will be obtained. 
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